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When the Times Change 


ACK in the good old times, which were not 

always so good, plumbers worked 100, then 120, 
then 150 days a year. Now most any plumber who 
wants to keep busy practically all of the time can 
do so. 

Why the change? Two reasons. A building boom 
and learning how to work in cold weather. The 
weather, like the poor, is always with us. It no longer 
bothers, for we know how to succeed in spite of it. 
But the building boom will not be with us always. 
Would that it would, but it won't. 

This being true, one of these days plumbing and 
heating will cease to be an all-year business unless 
something is done. 

What shall we do? Take on more lines—become a 
merchant. Take on washing machines, vacuum clean- 
ers, ironers, gas stoves, bathroom jewelry, bath rugs, 
brushes—every accessory that belongs to plumbing 
and heating. 

When shall we do this? Now. Do it now, when 
you don’t have to have these lines. Then you will be 
ready when you need them. Push the added lines as 
they should be pushed, and they will build an all-year 
business. 

Unless you do this, better prepare for the old times 
—times that will not seem half so good as they used 
to seem. 

oo © OO 


‘An Apprentice in Every Shop.’’ Repeat 


that slogan and then put it into practice. 
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Tighten Up the Rules 


HERE is much complaint these days about the 

incompetent men who are taking up plumbing. 
As a master plumber in a large city writes: ‘Any- 
body with a monkey wrench can take out a license to 
engage in the plumbing business.” 

This writer goes on to say that all a man in his city 
has to do is to pay twelve dollars for a license. He 
doesn’t have to pass an examination, or have an estab- 
lished place of business, or have anything except the 
necessary twelve dollars. 

This is all wrong. If there isn't a strict law, requir- 
ing an examination and a known place of business, 
there should be. If there is such a law, then the real 
plumbers should see that it is enforced. Tighten up 
the rules, and keep them tightened up. 

It is the business of every honest plumber to pro- 
tect not only himself, but to protect the public. 
Unless the plumber protects the public he is not 
protecting himself. 
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so bad that they 
couldn't be worse, seldom get 


so good that they couldn't be better 


Things seldom get 
and they 


Change Your Display 

OES it pay? Does it? Ask Ralph Ritter, whose 

address is Anderson, Indiana. He will tell you 
that it pays. He has tried it. And he knows. On 
Friday night he put in a new window display of small 
fixtures and bathroom jewelry. On Saturday that 
window's sales amounted to thirty-five dollars. In 
one week the window sold $215 worth of fixtures. 
And then it was time to put in another display. 

A window display is a constant reminder. People 
who pass, look in, and are reminded of the things 
they ought to have. The oftener the display is 
changed the more things they are reminded of. 

Does it pay? The only way a dealer will know that 
it pays to make a weekly change in his window 
display is to make it. 
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and the 


any banquets 


If they made the speeches first 


eats last, there wouldn't be 
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What's In a Name 


NAME is what you make it. Just that, and 

nothing more. But to make a name mean any- 
thing to the public, it must be used continuously. It 
was with something like this in mind that the board 
of directors of the National Trade Extension Bureau 
suggested “plumbing dealer” instead of plumber, and 
“heating contractor” instead of other names. 

The directors might have suggested “plumber,” 
or “sanitarian,” or “sanitary engineer,” or anything 
else. But they didn’t. They saw fit to choose “‘plumb- 
ing dealer’ and “heating contractor.” And, having 
chosen, the point is that neither those names nor any 
others are worth a tinker’s unless they are used all 
the time by everybody. 

The public calls an industry and its men anything 
that industry and those men teach it to call them. 
And the best little old teacher in the world is usage. 


Use “plumbing dealer” and “heating contractor” and 
the public will use them 
6G ¢ @@ 
Before you can convince you must believe 
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Outside and Inside 
HEN a “Clean Up, Paint Up” campaign 
arrives, master plumbers and associations 


should join in. Show the people of a city that, after 
its outside has been cleaned up, its inside should be 
given a dose of the same. 

It is a fine thing to have the outside of a city look- 
ing ‘“‘spick and span,” as the saying is. And it is also 
a fine thing to have the inside of a city “clean as a 
whistle,” to quote another saying. 
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FIVE DOLLARS IS GIVEN EACH WEEK FOR THE PRIZE PICTURE 


Mar f you have pictures that are valuable because they are old, unique or are of technical or historical interest 
k them up and send ther n for this page and win the $5.00 prize. All photographs submitted will be re 
turned upon request. Each weekly contest will e ten days before date of issue, in which pictures appear 





trate a subject That Wins the $5 Prize This Week. They Are from J. K. Wellman of the Firm of Sullivan & 


We Plumbing a Contractors of Kemmerer, Wyoming. The Lady for Whom This Installation Was Made Wanted a Private Hath, 
but the H e Was § 1 That a Separate Kathroom Was Out of the Question Mr. Wellman Used an Old Clothes Closet for the Toilet 
The I Offse ite Wall the Same as the One Shown Above in Which Was Placed a Pedestal Lavatory. These Pictures 

How e Bath T naged and Might Be Named “Before and After Taking.’’ The One at the Left Shows the Tub Covered to Look 
Like The Pict is 





ht Shows the Same Tub Ready for Use In This Way the Room Is Instantly Changed from a Bathroom to 
> Vv Versa. Look Over Your Photos and Send Them in 


a Living Room or Vice V 








Here Is an Old Timer in the 
Trade in New York City, Whom 
Many Will Recognize It Is 





A Cartoonist’s Conception of Arthur J 


hn Sm . 

J Close, in Action He Is Treasurer of 
the Ralph E. Weeks Supply Co., Scran 
ton, Pa., in an Address at the North 


Eastern Credit Men's Associatic 


Wilkesbarre Pa 
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LE eee eee we ee 
Plumbers Are Paying a Great Deal of Attention to the Installa- 
tion of Water Supply Outfits for the Farm as Indicated by This 
Cut from a Plumber’s Booklet Showing a National Utilities i 
I s Is Said to Be an Excellent Facia Outfit i 
Likeness of George Gross, Rockaway ‘ 
Beach, N. Y¥ Taken in Atlantic City 
Over 20 Years Ag We Believe M 
Gross Is Still in Business 4 





Cameron & Rarclay, Big Supply House Warehouse of the United Plumbers Supply Co., of Representatives of the Pittsburg Water 
Jacksonville, Fla., J. H. McKinnon, Mgr New York City Heater Co. at a Recent Outing 
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This Article is an Answer to 
the Many Questions as to 
How the Clearing House 
Works and What It Does 
The Above Buildings were 
Erected Through This Plan 


HEN we consider the manner in which the build 

ing industry is conducted, and when we scrutinize 

it closely under the magnifying glass of busine 
methods, we are positively astonished 

To begin with, we first see the man who desires to 
build a home with a clear lot and perhaps a little cash 
Diagram number two shows this prospective builder 
negotiating a building loan and giving a mortgage or a 
deed of trust to the man who makes the loan, but who 
retains both the money and the mortgage or deed of trust 
in his possession. 

Then we see the owner letting the contract to, we will 
say, the lowest bidder, who may be a bona fide contractor 
capable of financing the job himself, and able to pay all 
bills and sub-contractors with whom he has contracted, 
regardless of whether or not he will make a profit on this 
contract; but, frequently on the other hand, he is nothing 
more than a saw and hammer car 
penter who could not buy and pay 
cash for a thousand feet of lum 
ber, but who has figured the job 
$100 less than the other fellow; 
and the owner naturally thinks 
that he is saving $100. 

Then we see this so-called con 
tractor buying lumber and letting 
sub-contracts. The job proceeds, 
the frame is up and the so-called 
contractor receives a payment 
from Mr. Loan Man and pays off 
some of his bills; the roof is on, 
another payment is received from 
Mr. Loan Man and some more of 
the bills paid off. 

As the job progresses other pay 
ments are received from Mr. Loan 
Man until the job has been com- 
pleted, when, lo and behold, it is 
discovered that the fund has been 
exhausted without any notice to 
the sub-contractors or material 


men and without any possible 
means of knowing that the fund 
was exhausted, because the con- 


tractor wants his job finished and 





The 

Builders 

Clearing 
House 


By 
George E. Rodman 













The Clearing House ts for the 
Protection of Matertal Men 
and Sub-Contractors It Is 
to Building What an Indica 
tor 1s to a Gas Tank on an 


Automobile. Read and Think 






take priority over labor and material men The labor 
and material men, therefore, not knowing the funds wer: 
exhausted, proceeded to finish their part of the job 

The contractor, whether legitimate and re ponsible o t 


aw and hammer carpenter and irresponsible, dispensed 


the funds and during the course of construction, in 

Imagination aw ia protit and fron time to time pent 
ome Of his anticipated profit, with the result that he i 
not able to pay off in full his material men and ib 


contractors, and the said material men and sub-contractor 


are compelled to accept the pro rata settlement or fils 


liens They are out of pocket any way you figure it 
Who really 


upon Which the owner obtained hi 


furnished the greater portion of the security 


building loan? In the 


beginning, he only had a lot upon which he possibly might 


borrow a thousand dollars, with perhaps another thousand 


dollars in cash. You will readily see that the material men 
and ub-contractor furnished 
balane of the eu thout 
in ecurity to ther d witho 
even their bein bole » ki 
t n time vher build 
fund i Khaustec | +} ly 
ine due l i n mou 
de not pa 0 ! 
and the irresponsib ntracte 
et t} benefit ) tho eClai 

If there had been an ) in 

Vhiceh they ceuld ive at all 
been informed as to the condition 
of the fund and know when the 
ame were exhausted vould the 
have finished the ob? No ir! 
he on! comple ted the ob be 
ca the thought they vere 
oll ) t tl i! none ind had 
! of knowl hether h 
would OF muld not nd that 1 


ondition 


SUB-CONTRACTORS AND MATE- 
RIAL MEN PACK DILEMMA 


Hiky are now confronted 
with two disagreeable itua 


: George EF. Rodn » re 7 . — 

the loan man wants his completed mite a Seager «fF Ge Hallfer! if. cither one of which will 
: : Clearing House and Assistant Secretary of the 

security, because his deed of trust Master Plumbers’ Associntion at Onkland, Cal. result it 1O ie must either 


> 
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tt on a pro rata ba or file a mechanie lier If the The material man and sub-contractor certainly should 
amount, for the ike llustration, is $100, it will not have ome right to say where the money should be de 
Pa him to file a lien, because the cost of the filing of a posited, how it hould be paid out, and the right to know 
lien, we will say, is $7.50, and before the expiration of that there is no longer any money with which to pay them 
the following ninety days, he must file suit in the superior before they proceed to finish the job. The county records 
court to foreclose said lien, the minimum attorneys’ fee in of lien filed in the county recorder's office, involves 
such Case being $50 The claimant, therefore is out hundreds of thousands of dollars, every dollar of which 


} Contractor 
[_ } a 


Job 









Loan Man Job 


Dinenan_Né. J 


Representation of the Man Who Desires to Build a House 


Clearing House 


$57.50 before he starts in, not taking into consideration 


his lo of time in the trial of the suit, ets You can 
readily see that he is ahead by settling on a 50 per cent 7 
basi Diackan No 4 
The other condition, which frequently happer3, and i Shows How the Clearing House Can Be Brought Into the 


Operation 


fur more seriou is where the claim runs into the hun 


dreds and sometimes thousands, with a prior deed of trust 

and sometimes two, ahead of the mechanic’s lien The means bad business and has a tendency to discourage 

claimant is then placed in a position of having to take building by those who fear such conditions and possible 

care of the prior incumbrances in order to get his moneys ituations It also naturally results in higher costs of 
building all along the line, for all business, to succeed, 


must at the end of the year show a profit Consequently 
| omebody, and that means that portion of the public who 


pay their bills, has to pay for those who do not 
Loon Man Job 








DixeRAR No 2 \ BETTER SYSTEM IS REQUIRED 


= HEN we fully consider, in its several parts, the 
Shows the Owner Connected tp to the Loun Man manner in which the building industry is con 


ducted, we must admit that it is positively unsound and 
out of it. Such is the system and method of the building snbusinessitke 


industry as it has existed for many vears and as it exists 


today j.oan Mon Contractor Job 
MATERIAL CONVERTED INTO MORTGAGED REAL ZA - 
ESTATE 


HE material furnished by the material man and 





sub-contractor is personal property, and we will say, 





free and clear. But every morning, when they open their “a E Clearing House 
place of busines they begin to haul out material and =5* 
deliberately dump it upon a mortgaged lot. 

Thereby they allow their material to lose its character 
as personal property It takes upon itself the character of  ———— MEAS 


real estate mortgaged It serves as security for the man 





Loan Man Connected to Bank Where 
who loaned the money Why should the material man to Be Paid Out Only by Clearing House Drafts 


and the sub-contractor be expected to furnish such security 
The building business is not, nor should it be a question 








Job of credit, or the responsibility of the owner or the con- 
VY | tractor, but is strictly a cash transaction. 
" — When an owner undertakes to build, he is presumed to 
Loon Man Contractor have the money to pay for it, and every dollar of that 


money should go into the building before a dollar of it 


goes into the contractor’s pocket whom the owner has 





selected, who handles all the money belonging to the 


material man and sub-contractor, who have had no voice 


Material Man % Sub- Contractor whatever in the selection of the contractor, which virtually 
Diacran No.3 amounts to the fact that the material men and sub-con- 


tractors are compelled to trust a man to handle their 
The Materia! Man and the Sub-contractor rac ] : . 
money without any security therefor. 


without having some say as to where the money is de A man’s credit may be good today, and for one reason 
posited and the manner in which it is disbursed and the or another he may go wrong tomorrow. Many a good 
means of knowing at all times the condition of the fund contractor has made a mistake and has had to meet con 
and when it is exhausted? Why should they be expected, ditions which he could not foresee, with the result that 
or as a matter of principle and square dealing, be per he went broke and carried others down with him We 
mitted to proceed to finish their job when there are not read of that most every day. The only portion of the 


sufficient funds building fund which the contractor should handle is that 
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which is left for his profit after the building has been 
completed and all bills have been paid 

How, then, are we going to remedy such a system and 
place it upon a sound business foundation? ; 

The material man and the sub-contractor must have 
some way of Knowing, at all times, the condition of the 
finances of the job, regardless of whether it is being 
financed by the owner, the contractor himself, or by a 
building loan: and there is only one way to accomplish 
that. 

Before giving in detail the plan that will place the 
building industry upon a sound business foundation, it 


might be well to answer the question that would naturally 


Suppose the building fund is exhausted before 
the 


be asked 
the 


resources, and already 


having no other 


trust to the 


job is completed, and owner, 


having given a deed of 


will not advance more money, as he 


deed of 


loan man, who any 


already has a trust for the completed job, what 


becomes of the job? 


The answer is This is a matter entirely between the 
owner and the contractor whom the owner has selected, 
Loan Man Contractor Job 


y ws  . 


4v 
Clearing 


























Material Man % 3ubContractor 





Diacram No € 


Sub-contractor Connected to the Job and Through the 
Clearing House to Money in Bank 
but whom the material man and sub-contractor have had 
no voice whatever in selecting 
If the contractor selected by owner has not been able 


to finish the job for the amount of his contract, that is no 


reason Why the owner should expect the material man and 


sub-contractor to be the angel But that is exactly what 
the material man and sub-contractor have been, and under 
the present system still are 

The material man and sub-contractor, not being mind 
readers, and having no way of ascertaining at all times 
how much money is in the fund, are confronted with the 
proposition that in order to do business they must eithe: 
furnish the material and accept the contract and take a 


chance on getting their money, or they must refuse to take 


the job for fear they may not get their money Kither 


way you look at it it is a rank gamble 


HOW EVERYBODY IS PROTECTED 


Y a series of diagrams, appearing herewith, one can 
get a thorough understanding of how the present 


incomplete system may be completed, whereby every one 
will be absolutely protected. 
You will see how every dollar of the owner's money will 


material man and sub-contrac 


the 


have gone into the job, the 


tor will have been paid and contractor, if he has a 


profit coming, will get his. 
that 


understanding of 


clear and thorough 


the 


In order the reader may get a 


the plan he should study three dia 


grams designed as 1, 2 and 3, which explain the incom- 
plete system as it exists today Diagram 1 shows the 
owner's lot Diagram 2 shows the owner connected up 
with the loan man. Diagram 3 shows the material man 
and sub-contractor connected up with the job, but not 


connected up with the money, 


ENGINI 


KRING 


You will see by the diagrams, first, where the owner 
has his lot He goes over to the loan man, which square 
is shaded for the purpose of showing that the building fund 
is covered up Between the two vou notice an X, which i 
the contractor, through whose hands the fund is dispensed 

You then notice the lower square on the right-hand 
side connected up with the owner's mortgaged lot where 
the material man and sub-contractor are seen in the act 
of furnishing labor and material; after which they can 
chase after the contractor, not once but usually many 
times, which results, to say the least, in the loss of a great 
deal of valuable time, which was not figured on in the 


contract, and which otherwise could have been put to more 


protitable use 


the job, of course, the material 


Upon the completion o 
man and sub-contractor may have been paid in full, for not 


all jobs go wrong. On the other hand, the ones who have 


furnished the material and labor, which is the security 
upon Which the loan has been made, after having finished 
the job, instead of having the owner, contractor or loan 
man voluntarily go and pay them, have not only had to 
chase after them for the money that they rightfully 


deserve and should have been paid without expense, worry 


or loss of time, but must face one of the situations as 


described in the early this article 


You 
direct 


part ot 
there is no 
the 


connected 


will also note, by the diagrams, that 


connecting circuit or circulating system whereby 


and sub-contractor are directly 


the 


material man 


with the loan man; that is to say money, Which is 


really the only thing which concerns the material man and 


sub-contractor. Thus you see the diagrams show the pres 


ent system to be neither perfect nor complete 


Don't fool yourself, Mr. Material Man and Sub-Contrac 
tor, for that is exactly the way you are doing business 
today 

Diagram 4 shows Figs. 1 and 3 with a cirele in the 
center connected both to the owner and loan man, the 
circle representing what is known as the Builders’ Clear 
ing House, in which a book of accounts only is kept of the 
fund The material man and sub-contractor are not vet 
connected with the job 

Diagram 5 shows the loan man connected to the bank 

Loan Man Contractor Job 














Moaterio! Mon % Jub Contractor 
Diacran No 7 


Lines the Simplicity of the Scheme Whereby 


Heavy 


Shows by 

Sub-contractor Gets Paid 
where he has deposited the money to be paid out only by 
Clearing House drafts, similar to a trade acceptance 


shows the material and sub-contractor 


the 


the Clearing 


Diagram 6 man 


connected up to job, and connected up by arrows 


through House to the money in the bank, to 


his pocket 


Thus we see the diagram is complete, connecting up 
every link in the building industry 
HOW THE CLEARING HOUSE WORKS 
OU will readily see that the Clearing House draft 
passing through the Clearing House, and subtracted 
from the book account, leaves a new balance, and when 
forwarded to the bank and charged against the money in 
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the bank, the balance of the account in the Clearing House tor, and he deposits it in his bank in the same way that 
and the bank corresponds he would deposit any other check 

Thus we see the Clearing House does not handle any The new balance shows the amount of money remain 
money whatever It is only a medium and a system ing in the bank for that particular building, and this 
through which and whereby the material man and sub information is for the guidance of other material men 
contractor, before proceeding to furnish any materia! or and sub-contractors 
perform any labor, or before finishing up, can call up the 
Clearing House and ascertain, at any and all time the THE LEGAL PHASES 


wondition of the building fand The svstem is a very iow points should be kept in mind by all who are 


imple one and, in a few words, explained as follows furnishing materials or who are doing work which 


Qwner obtains building loan Instead of the loan man goes into the construction of buildings. They are the legal 
keeping the money covered up, it is deposited in the bank phases, and they are of particular interest to plumbing 
with a duplicate account in the Clearing House. The mate and heating men 
rial man and sub-contractor send Clearing House draft First, it is impossible to legislate in any manner that 
through Clearing House for entry against loan in bank will prevent personal property from becoming real estate 
Draft is forwarded to the bank, where payment is made It is impossible to pass any law whereby persOnal property 
directly to material man and sub-contractor Diagram 7 can retain its identity and be segregated again from the 
hows, by heavy lines, how exceedingly simple the system realty. So there is no hope for any relief in that direction 
; ’ ¢ ; 
wets Builders’ Clearing House 


F CALIFORNIA 
1424 Franklin Street 


VUak and, Cabtormnia 


192 


Dollars 


Endorsement by payee of heck ‘ ahen paid 
mstitute a ft and f ¢ release to that a unt 
any laim f henthate payee 4 av 
nst impro. nts ed t above t er 
— ~~ J ° Countersigned 
BUILDERS’ CLEARING HOUSE OF CALIFORNIA 
rowed By 
ontractor ov Architect Munager 


This Clearing House Check Is Used. The Name of the Bank, in Which the Funds for a Building Have Been Deposited, Is 
Filled in Following the Word “To” 


is, after a record of same has been entered in the Clear Secondly, as it costs money to file liens and foreclose the 
ing House and the money deposited in the bank same, which must be done by an attorney in a court of 

This arrangement, being made before the job is started, equity, and as no law can compel an attorney to work for 
will save a lot of time, worry and money, from the owner nothing in civil cases, and as the minimum fees in such 
to the last man on the job, and, as previously stated, com cases often exceed the amount of the lien, the lien then is 


pletes the otherwise incomplete system and puts upon a not the proper remedy to the small claimant So there is 


sound business basis the unsound methods and systems no hope for relief in that direction. 

of today Thus, you see, we can expect no relief by legislation, 
Instead of an unbroken diagram with a dead end, it which is impossible for the above reasons stated. And, as 

shows a completed diagram with a perfect circulating sys you could expect no relief by attorneys filing and fore- 

tem, giving 100 per cent efficiency closing liens without charge, and as a contractor or sub 
If, for any reason, either on account of misunderstand- contractor, receiving money upon his contract, cannot be 

ing, ete., sight draft is not honored at the bank, it is put in jail for not paying the material bills (State vs 


immediately returned to the Clearing House and the Holder, p. 326, vol. 35, California Court of Appeals), the 
drawer is notified for the purpose of having the matter answer is an institution like the Builders’ Clearing House. 


adjusted 


The system, whereby material men and sub-contractors Editor's Note It is reported that several of the large 
receive payment, has been simplified by the use of a clear operators in San Francisco are planning to build a big 
ing house check. This check, as will be seen, is a payor’s community apartment house through the Builders’ Clear 
or owner's check The material man or the sub-contrac ing House. In case this is done, the operators will estab- 
tor makes out the check in his own favor for the amount lish a Builders’ Clearing House in San Francisco The 
due him, leaving the signature line for the payor or owner clearing house idea has attracted much attention, and 
Before forwarding this check to the Builders’ Clearing Mr. Rodman has received many letters from cities in the 
House for the signature of its manager, the material man United States as well as from Canada Mr. Rodman 
or sub-contractor has the contractor or architect sign in originated the plan and has polished it into its present 
the lower left-hand corner under the word, “Approved.” working condition Since the clearing house is his child, 

After that is done the check goes to the Clearing House as the saying is, naturally he is anxious to see it grow 
The Clearing House subtracts the amount of the check And because of this he is just as anxious to answer ques 
from the last balance and stamps or writes in the name of tions and furnish additional information 
the bank where funds are on deposit. The Clearing House \ good plan would be to discuss the Builders’ Clearing 
then notifies the owner; he comes in and signs the check. House at association meetings and see if the members fee! 


The check is returned to the material man or sub-contrac that it could be made to work in their home towns 








First Pick 
Out 
a Good List 


aneunnenennenenennyseenvieny 
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frequent bathing. 








A Series—No. 71 
WHO WANTS TO BE A WALLFLOWER? 


_— wants to be? Why, nobody, of 
course, A Ww 


allfower is to social 

affairs what parsley is to a steak—-more 
ornamental than useful 

One of the best ways to get out of the 


wallflower class 18 through exercise and 


\ bath a day stimulates health, energy, 


Humanisms 
for 
the Public 


Dealers and Contractors: One Advertising a re ~~  . Associations and Dealers: On this side of 
: ep d F i yom , i 
Editorial, with a border around it, is Pek igh ta ti this page each week are printed short, easy 
printed each week. Use these Editorials in these can’t be a wallflower 6o-read storie Typewrite each one and pass 
your local newspaper advertising. They will But regular bathing is not possible with it to your local editor for his reading col 
stimulate public interest in plumbing and out a bathroom. imns In time these stories will build a 
heating, cause people to appreciate your There should be a bathroom in every stronger public interest in sanitation, 
. r ‘ usi- ' . ‘8 nuenience nd co » 
service to the community, help your wi home. No room is more important. From health, convenience and mfort These 
, sales without additiona tories are the kind of reading matter people 
ness and increase it radiates the life and happiness that go ad : Ot oa hate 
expense. Fit one @ week into your ads. read every day in their home newspapers 
to make a home a real home. 
Yes, every home should have one bath pesecomastigicnenceriepuneetieeen 





NCE upon a time a plumbing 
dealer planned to mail a 
letter to a list of prospects. 

He put in a lot of time writing the 
letter right. He wanted to say 
what he had to say in the correct 
way. He was soliciting plumbing 


home? They can’t. 





room at least. If it is a large home—if 
there are four or five in the family—two 
bathrooms are a wise investment. THE RICHEST MAN IN) THE 

How can four or five people get up in 
the morning, take a 
the day, if only one bathroom is in the 


room into a bathroom 


WORLD 
bath, and be fit for HO is he this richest 


man in the world?” Is 
Better turn that odd 

he the man who has made 
the most millions? Is he the man 


, 





who pays the largest income tax 





and heating work. He wanted re- 
turns. So he must be careful about everything he said 

At last the letter was written. It was a good letter, 
Then, in a hurry, this plumbing dealer, handed his stenog 
rapher the local telephone directory, and said, “Send the 
letter to all the names in this book.” 

The stenographer was a good stenographer, so she 
obeyed orders. 

As the dealer left his shop he smiled to himself, ‘That 
will keep her busy for a while.’’, And he was right. It did 

Then one morning, a few mornings later, the dealer 
woke up. In a sort of a sudden way he realized that he 
had forgotten something—he had made a mistake. In 
giving his stenographer the telephone directory, and in 
saying to her, ‘Send the letter to all the names in this 
book,” he had overlooked the fact that his competitors 
the other plumbing and heating men—-were on his mailing 
list. 

The moral of this is-- but why mention it? You already 
have the moral. 

However, it may not be out of place to say that before 
writing a letter know who you are going to send it to 
First pick out a good list of names. Go over the list 
carefully. Get the people on that list in mind. Then, with 
pen in hand, write your letter to fit the people on the list. 

You can afford to spend as much time in picking out a 
list of names as you spend in writing a letter. Every 
letter should hit, and hit in a live place. A letter that 
doesn’t hit is lost. The best letter ever written, if mailed 
to a poor list, will fail to produce results. 

To send a good letter to competitors may help them, 
but it will not help the man who sent it. To repeat: 
First, pick your names; secondly, write your letter; 
thirdly, fill in the name and address at the beginning of 
each letter; fourthly, sign all letters; fifthly, mail under 
first-class postage. That kind of a letter, sent to live 
prospects, will bring returns. 

The business man who doesn’t take the time to study 
letter writing and prepare the proper lists to mail his 
letters to—that man ought to fail to get results 

God gave each of us a brain, didn’t he? Well, then, 
let us show our appreciation by using it 


N 


| he the man whose fortune 
crushes him? Who is 


We may not know who the richest man is, but we all 


he 


know who the poorest man i Is there any man poorer 
than the man who has lost his health? Hardly No 
healthy individual would part with his health for any 
amount of money. And so, ‘‘my dear Watson,” as Sherlock 


Holmes would say, “let us analyze our case, and by deduce 
tion find out who is the richest man in the world 

“Take yourself, for instance You have a bathroom in 
your home, haven't you? Good! Have you a shower 
bath? You have? How often do you use it? You take 
a shower every morning? Ah, now we are getting there 

“If you take a daily shower—-if you enjoy it—-and you 
probably do, else you wouldn't take it—-who is riche 
than you in this respect? Nobody! \ daily bath keeps 
you fit every way—gives you the ruddy health you crave 

“And so, my dear Watson, if a poor man is a man who 
has lost his health, then a rich man is a man who has hi 
health. Consequently, Watson, if you use your shower 
daily—if you keep your health—-you are the richest man 
in the world. The only other thing you will want is more 
happiness, and if you're rich in heatth you’ll find more 
happiness.”’ 


WHAT IS A GENTLEMAN? 


GENTLEMAN is a man who neither looks up to 

the rich nor down on the poor; who can lose with 
out squealing and win without bragging: who is con 
siderate of women and children, and old people; who 
is too brave to lie, too generous to cheat, and who takes 
his share of the world and lets other people have theirs 
Furthermore, a gentleman is a man who is clean inside 
and outside—-who does not cover his body with fine clothes 


in order to hide a dirty skin That is a gentleman. 


THE VALUE OF REGULATION 
Heat that is not regulated is like water that is not con 
trolled It goes up or down—the heat doe: and 
sponsible for much sickness 


is re 


\ll heat should be regulated 











First Interesting Session of | 


The Schoolmaster and 


This and Other Sessions to Follow Are the 


Outgrowth of a Series of Articles on Drawing 


By R. M. Starbuck 


OME wes » the writer began a series of article EACELLENCE OF INCORRECT DRAWINGS 


ppearing WW Domest Engineering every other NE of the surprises in connection with the incorrect 


t of mechanical drawing for drawings ha been the general excellence of those 

Plumbing and heatir trade that have been submitted. If we had our own way we would 
Out of that serie there immediately grew ituation like to publish every one that comes in, but this would 
Whit had not beer reseen by the riter, and which. a obviously be impossible Therefore, we shall have to be 


I] see the direct cause of thi econd series of content to show only a few of them, which will be selected, 


articl It came abou i the following way not altogether because of excellence in the making of 

I t fir hed, t ‘ iS presented an the drawing but because of special features of interest 
elevation of a plumbing tem vhich contained many that are brought out It can readily be seen that when 
vrol Ol ( ( 1 accompanying it wa drawings are submitted from twenty different states, they 
the iggestion t t 3 lers make ich correction ‘ in reflect a wide range of opinion on plumbing construction 
their opinior ild be made, and send in their drawing \ plumbing ordinance in one state may put its O. K. on 
to the editor ome practice that the plumbing ordinances of some city 

The re It nul i] t! ea ( ed n another state may denounce and emphatically prohibit. 


drawings of | 6, in that first article, came in from In this work, therefore, the writer many times will 
twenty different tate edit and the vriter had liscu ome of these subjects, rather than take a definite 
anticipated some interest in this new venture but they tand for or against: he may have to tread a straight line 


fr k to confe the ve! not prepared for any ometimes but readers can be assured that there will 























thing like the interest t t is been manifested never be anything written except in a spirit of fairness. 

It was origil thought that the corrected drawing We certainly hope no one will feel any offense because 
could be } ! on with the regular article j drawing doe not happen to be selected for publica 
but it wa oon proved that this course could not do ju tion The next time he may be one of the fortunate ones 
ti fo tl ject Pherefe thi econd seri ha We shall try to have something to say about each one 
been decided I t rrticl t ipp lt natel 
With those of ‘ P y r F 

It would be interestin to know ist what the appeal : - 
was that this i dra ! n le tot diffs ¢ 
that imswered l \ ill b plea 1 to hea from 
them a oOo wl 1 icula val } ort of thir ha 
fille ] for them 

fhe writer fe on correcting of such draw 
d be of gre eto mat f our read in fittir 
them for examinatior Hut it em now that the co 
rection and submitting of thi ort of drawit i it 
fo perform a mud roadet I ‘ In fact. j ’ a 
if it might be tur | yal inusually effective means 
of general educational work for the readers of Domesti 
engineering,” along the lines of plumbing and heatin 

We have chosen a title for the eries in keeping with — 
thi thought, and under it we shal feel free to take up 
any consideration that is for the benefit of our. re der Mig. 1 


At the outset the writer can see certain wavs in which 


these articles can be made very useful. but feel that the of the drawings, and in this way try to benefit the ones 
opportunity Is without doubt greater than he can at thi who submitted them, as well as all others who follow the 
time perceive Therefore ie is willing and glad to see discussions, for it is always true that “‘what blesses one 
the series lead in whatever direction seem to offer the blesses all 

ereatest benefit to the greatest number It is up to the THE FIRST TO ANSWER 


reader themsel ve to offer their best judgment as to IG. 6 (published February 17) is the first incorrect 
what subject shall be considered If any of vou can ses drawing, and corrected drawings have been received 
that certain features of plumbing construction could be from the following We will number each name for the 


taken up to advantage, just let us know about it sake of convenience and brevity in attending to them 
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David K. Anderson, Zion, Il 


Albert Blake, Chatham, Ontario 
ky. J. Blum, York, Pa 

R. C. Brannes, lronwood, Mich 
Jas. L. Bryant, Akron, O. 

J. F. Callan, Pittsfield, Mass. 
R. H. Casey, Corbin, Ky 

A. W. Dennis, Meadville, Pa. 


George Dittmer, Maspeth, L. I 
Napoleon B. Gomm, Englewood, N. J 


Fred Hemmert, Piqua, O. 


C. B. Imsland, Webster City, la 
Daniel M. King, Brooklyn, N. 
“L. L.,”” Weehawken, N. J. 

F. L. Meek, Shinnston, W. Va 
Salvatore A. Mischelli, Newark, N. J 
C. H. Morrow, Bozeman, Mont 


Edw. L. Nichols, Falls, N. ¥ 
John B. O'Hara, Olyphant, Pa 
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“A Plumber,’’ North Carolina 

Wm. H. Rausch, Orlando, Fla 

Albert H. Rinne & Son, St. Clair Borough, Pa 
EK. J. Rochel, Annandale, Minn 

Stanley Rusling, Newport, R. I 

Sanitary Foundry Co., Atlanta, Ga 

Frank S. Smith, Royal Oak, Mich 

J. Smith, Elmhurst, N. Y. 

C. W. Styron, Morehead City, N. C 

M. F. Waldron, Colorado Springs, Colo. 

L. K. Wall, Mason City, Ia 

Alfred T. Walter, Milwaukee, Wis 

W. KE. A. Wosnig, Sherman, Texas 

J. A. Hutton, Richmond, Mo 
interesting point that is worth mention is the facet 


that quite as good work is shown on the drawings coming 


from country districts as 


A review of the drawings discloses the fact 


from the cities 


that appar 


ently not so large a part of the country is using continuous 


vents as might be supposed 


the 


view, than the old style crown vent It 


continuous 


It goes without saying that 


vent is much better, from every point of 


Will certainly be 





The Milk in the Cocoanut 


rd YOU will read through this first session 
of ‘‘The Schoolmaster and His Class, 

you will see the great good that is growing 
of the of Mr. Starbuck 


interested readers 


out work and his 


The articles on drawing, every other week, 
the for 
Then these problems are taken up in the 


lay foundation various problems 
Class, every other week, and are discussed 
and made straight 

ii, 
31 


The drawing articles started February 
followed March 3, 17 
The next will come on April 14 


and have and 


The second session of the Class will be on 


April 21. 


Every member of the class should accept 


Mr. Starbuck's invitation to write 











do all the 


Venting 


our aim in articles to MIssiol work 


interest of continuou 


In criticising these drawing we hall give 


time to those showing continuou 
the 
that the 
ae oe 


For 


every 


three drawing received, it 
Salvatore A. Mi 
correct This we Fig 1 
Bb. Imsland, Webstet 
appearing in Fig. 2 


Found 


Newark 


Of thirty 


drawn by chelli, of 


one 


most nearly reproduce in 


heatness In appearance ¢ 
City, Ia his drawing 
Another 


oe... 


takes first place 


very neat drawing is that of the Sanitary 


\tlanta, Ga 


GETTING DOWN TO THE BENEFITS 
HERE are certain points to be criticized on all three 
i hee and on all other drawing ubmitted And 
it is right here, we believe, that much benefit oing to 
be derived for those who are following thi work 

















Fig. 3 

In Fig. 1 a good point is the liberal use of cleanout 
We believe that 4 inch on the main horizontal line of 
soil pipe would be large enough for a plumbing stem of 
this size The manner of venting the lower water closet 
on the left hand stack is good It would be better, and 
less expensive, to run thé two main vent line for the 
two bathroom stacks high enough to allow the branch 
vent to connect into them, rather than into the 4 inch 
It would be best to give the bath tubs continuous vent 








i nroughn the 


iw root 


One of 


venting of the ewe! through 
up through the rooms of dwelling 
From this viewpoint, the use of 


tradiction It 


would be a mighty 


Atlanta 


inte 


‘oundry Co., of (Gia 


drawing, would submit a short 
of 


arguments for tl 


vr othe employment 
We 


do not know whether it i 


We shall be 
on the 


ordinance or not 


hey submit subject 


We 
provided with as 


this drawing 


hand 


how good work 
sink is not 
eonnection as 

The 
smaller that 
Why i 

We 


vastes 


ink at the left 


appear to 
waste connections 
this? Is it an 


bath 


inch 


ordinance 
note that 


wastes ure 2 
only 1 
Roof connections of 5 inch 
part of the country, but we 
iry expense in Atlanta’s climate, where 
little effect 


Fig. 3 is intere 
shall 
points we have rai 

A fourth 
of W. E. A 


a letter 


ting from several 


expect to have 
ed 
drawing, 
Wo 
He st 
lavatory in 
the 


is against 


arguments pres 


which has general 


snig, Sherman, 


that he 


Texas, 
ate approves 
the the 


bathroom at the 


made in original 


the 


drawing 
the 


but that 


rules of dry 


eee 


——-——I 


certainly think 
We 


showing 


the 


wish he 


connection was O. K 


change would come 


remarks what the dry venting 
what its benefits are supposed to be 

In this the fresh 
trap, a practice 
openings 


drawing air inlet 
the main 


out 


which 
useless It is 
connection from a tee 


makes 


better to 


A good feature of this drawing is that 


are used wherever possible 


roof e 


ripe from the ewe 


I ide of 


drainage 


this 


uch a 


re quired 


wonder 


good a waste 


have 


beyond 
inch 


are ©. K 


hould consider it 


standpoints 


ente d 


excellence 1S 
who also 


the 


such a 


venting 


back at 


is taken directly 
one 
take 
or Y just inside the trap 


unnecessary 


ktension 


arguments in 


does away with 
piping pas 
pipe is a 


resting thing if 


who are 
article, giving 
pipe as 

the 


make 


by 
glad to 
In most 
why 
and 
traps one 


the 


requirement? 


and wash 
in the northe 
an 


frost would 


and 
the 


1 on 


connection 


system 


and needed no 


us with a few 


system is, and 
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of 
the 


the clean 
fresh air 


{5-degree vents 


favor 


the 


con 
the 
responsible 
their 
thi 
Atlanta 
usé 
respects 
the right 


vent 


size 
trap 
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unnece 


have 


we 


several 


that 
sends in 
ot 
left, just as it was 
connection 
We 
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John 1} 
Master 
copie 


for a 


The Is of receiving 
iumbing ordinances that would | sui | citys 
ach of ten to twenty thousand 0 doubt some of our 


readers 
Mr 


very 


glad to help the good work along by sending 
their plumbing 


xood, the chief 


ordinances His drawing is 


complaint being that severa 


crown vent 


drawing 
Walter 
shows 1 %-inch 


worthy 


ot 
Tor 


special 
its 


mention is. that 
neat 
tacks, 
and he uses 6- 


both correctness and 


for main vent 


preferable, 


whereas 4 


the 


wherea we believe 2-inch is 
for 


the 


enough 


main ¢ 


rain inch 


seems 


would be delighted 
hit 


eacl that 


to give personal 
been submitted, 
lack of 


economize 
the numbers against the 


mention to 


the 


h drawing has but large 
number of drawings and space makes this im 


to 


beginning 


possible So we will space by referring 
‘ 
at the 


names shown 


In No 11, 13, 17, 20, 22 and 24, the chief criticism is 


the 


crown vents are used on some of fixture traps 
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Fig. 6 


Nos 1S and having 
lead 
nevertheless poor practice 

Nos: 2.4, 7, 3, 15, 23, 


the 


bends, 


22 additional error of waste con 
nections into which is common practice, but 


27 and 29 show crown vents and 


ent one or more of the top floor water closets. For some 


reason several have vented one of these water closets, but 
not all of 


Nos 1 and 5 
ll, 


them. 


show crown vents, top floor water closet 
vented, inch main vents, and a dead end on the main 
drain 


Nos. 6, 10 and 14 


fixtures 


show crown vents, top floor 


trap 


water 
closet 


dead end 
No. 28 


vented, two wasting into one and a 


shows crown vents, 


dead 
No. 30 


end and lower water 
closet not vented, while shows crown vents and 
114,-inch main vent 


No. 26, on the two bathroom stacks, has connected the 
water closets and lavatories correctly, but has connected 
the wastes of the bathtubs and kitchen sinks into the main 
vent line; he also uses 3-inch main vents, whereas 2-inch 
is right 


Nearly all of these drawings are fine, and show 
knowledge of plumbing We that 
number of the mistakes listed are made through 
ness, and as we go on these will grow fewer 

We note several of the drawings show 


a clear 
laws believe quite a 


careless 


vents taken off the 


April 7, 192 DOMESTIC ENGINEERING 11 
top of the drum trap. This seems poor practice, and we’ vent into the stack just below the entrance of the sink 
know of no real argument in its favor. waste, rather than running several feet further down 

One man has used three drum traps under each wash Drawing B shows the wash trays vented from the trap 
tray This seems a bit strange, for in other respects his Which, in this case, is unnecessary, as the main vent 


work is good 


Another man argues in favor of taking each of the three 


























Fig. 7 
vent stacks separately through the roof, because better air 
action will result; he also approves crown vents 

We believe it is not necessary to make three additional 
pipe openings through the roof, and that good results will 
come from the ordinary top connection. 

A large proportion of the drawings show the crown vent 
Why not use the continuous vent 
We 
like to have some of our readers write in to us on 


applied to the bath trap 


on these bath traps? Is it practical to do this or not? 


would 
this subject 
No. 31 shows the bath trap vented, as in Fig. 4, and it 


seems as if this is a good method, in the absence of the 


continuous vent. The main idea is to make the vent con- 
that it 


vet have the vent opening so located that it will not readily 


nection in such a way will perform its work, and 


close up with grease, lint, ete 

In Fig. 5 we show two methods of connecting drum 
traps, Which two of the drawings show It seems to us 
that neither of these methods is to be recommended, for 


it would appear that there is an unnecessary amount of 


waste pipe in each case, to become foul, and no advantage 
the 


is gained over regular connections 


Fig. 6 shows two different connections on the drawings, 
which are interesting 
In the case of A, we presume, the vent from the wash 


trays is carried up above the sink, in order that it may not 


be necessary to vent the sinks This saving, of course, is 


made 


t the expense of additional pipe on the wash tray 
vent, and, to offset this, we would suggest taking the main 


answers all purposes 


Fig. 7 is another instance where unnecessary labor and 


material have been used. As the water closet and lavatory 


are on the top floor, neither of them need venting The 
vent off the bath trap is very poor, and would soon close 
up and become useless 

Fig. S$ is another instance of the same kind as Fig. 7 


and examination of the connections will show that 


used that 


shows, 


much labor and material has been really is use 


less expense and, in our estimation, it is almost as wrong 




















to load up a job with expense that does not improve it, as 
it is to install work that is not sanitary 
a ike 
ig. S 
In our next article (April 21) we shall take up Fig. 15, 


which appeared in the issue of March 3 


PROVISIONS FOR RENEWAL OF LEASES 


Generally speaking, it may be said that lease contracts 


upon real estate must be definite in their terms, in orde1 
to bind the parties, and that a general covenant to renew 
lease is sufficiently certain, because it imports a new lease 
like the old one upon the same terms and conditions. But 


a covenant to renew, upon such terms as may be agreed 


upon, is void for uncertainty There is nothing in the 


contract to bring the case within the maxim that “a thing 
is certain which is capable of being certain.’’ It was dif 
ferent in a case where the parties provided that a board 
of arbitrators should fix the rental value, and by that 
means rendered the terms of the contract certain Su 
preme Court of Arkansas, in Keating v. Michael, 242 


Southwestern Reporter, 563 
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AIR CONDITIONING 


The Evolution of the Science of Air Conditioning and 


Ventilation—Heating and Ventilating a Lodge Room 


By James 
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Fig. 
‘his design is very elastic in that the room may be heated 
vithout ventilation, it may be heated and ventilated at 
the same time by gravity, and further it may be ventilated 
only by gravity, or at will by the throwing of a switch 
the gravity ventilation may be rendered inoperative and 
recourse had to a mechanical system of ventilation by 
means of a centrifugal fan 
The maximum number of workmen provided for is a 
hundred and twenty The plant has a capacity to heat 
the room from 10 degrees below zero to 70 degrees 
und to provide a maximum of 30 cubie feet per minute for 
hundred and twenty people, exhausting the air at 70 
degrees and taking it in at 10 degrees below zero T) 


Mackay 


calls for 3,600 cubie feet of air per minute or 


216.000 


rement r 


requ 


total of cubic feet of air per hour. 


A TWO-PIPE VAPOR SYSTEM 


Hk heating is accomplished by twelve radiators dis- 
_ tributed as indicated on plan Fig. 1,in two hot water 
type radiators at the rear, and ten steam type radiators 
1long the side walls The system is a two-pipe vapor 
ystem, steam being supplied from a central service station 
t pressures of from 0 to 10 pounds, depending on the 
weather. The two hot water type radiators are supplied 


steam at the top of the radiator at one end through 








a modulating type valve, the return being at the opposite 


end of each radiator through a thermostatic type trap. 
The ten steam radiators located along the side walls are 
supplied with steam from a bottom wpening at one end, 
with a return made through ae_e thermostatic trap 
through the opposite bottom end opening. The ten 
radiators along the side walls are enclosed in port- 
able box bases and a wall box is set in the side 
wall; the portable box base is arranged for enclos- 


ing the bottom of a direct type radiator, and is provided 
with valves operated by means of a push lever, which per- 
through the wall 
system 


from the outside 


itself, | 


taking air 


the 


mits either 


or from room vy operating a of 


OX 


12 
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dampers As shown on plan, Fig. 1, and in sectional 
elevation, Fig. 2, there are located at each of the four 
corners of the room a vertical, galvanized iron duct 12 
inches by 36 inches in dimension At the bottom of this 
duct is a 24-inch by 36-inch register at the floor, another 
being located at the ceiling line. The 24-inch by 36-inch 
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housed in the vent pace of tl attic t above t mo ’ 











Fig. 2 
registers entering the vertical duct at the ceiling line picture booth This fan discharges through a side wall 
are closed at the heating season by means of an extension through back draft louvre \ tem of vent ducts con 
cord. The bottom 24-inch by 36-inch opening is a grille nects the side suction opening of the fan This duct is 
which is open at all times. The vertical ducts terminate 4 inches at the fan reducing to nehe ind to 20 
in a short horizontal extension into the attic space, auto inche with three 20-ineh brar du thie branch 
matic back draft dampers being located as indicated. At ducts terminate one each at a 28-inch diameter round 
the upper discharge end two 26-inch arex ventilators are grille opening placed in the ceiling When witch 
placed in the roof is thrown the fan start This causes a suction on the duct 


THE OPERATION OF THE SYSTEM 


N the normal operation of the system in severe weather 
where it is desired to operate as a gravity ventilating 
the all of the 
leading to the wall box openings at the base of the 


outside, 


I 


system, when room is occupied, dampers 


radia- 
it 
room. 


air from the passing 


the the 
The upper registers on the vertical vent ducts are closed 


tors are open, taking 


between the sections of radiators and into 


The heated air having passed over the radiators ascends 
to the of the the 
vitiated air and passing it ducts: 


upper part room, displacing cool and 


into the vent aspirating 


coils are placed in each duct causing an upward ascending 
current of air, inducing ventilation from the floor level of 


the room through the four 24-inch by 36-inch vent open- 


system in the attie and induces a current of air through 
the 28-inch vent grilles at the ceiling the air continues 
to come into the room in a normal manner through the 
radiator or if it happens to be in the ummer, or it i 
desired to cool the air in the room quickly, through the 
window openings Should the pull of the fan tend to 
cause a downward current of air through the gravity vent 


ducts, the back draft dampers located at the terminus at 
each of the gravity vent ducts in the attic are automatically 
closed The fan may be operated at any desired speed 
The radiation allow for a lo from the building 
materials of 1.00 B.t.u. per degree difference per hour 
for each square foot of gla 25 B.t.u. per hour, per 
degree difference, pet quare foot of wall and the air 
supply is based on a movement of 216,000 cubic feet of 











Fig. 
ings, one in each of the vertical vent shafts at the floor 
line. This air passes upward into the vent space between 
the ceiling of the room and the roof, and passes out the 
ventilators 

Should a great number of people be in the room and 


the room become overheated, the air vitiated, or should a 
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air per hour, raised in temperature helow 


vero to 70 degree For heating the air there was figured 
02 B.t.u. per degree difference per hour, for each cubic 
foot of air required, and the radiation put in to carry 
this air heating load and the heat lo through the build 
ing materials 
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| This department is a clearing house for ideas and is open to every reader of ‘Domestic Engineering.” Problems sent in are 
| replied to at the earliest possible moment by ‘Domestic Engineering’’ and this department can be made more valuable if readers 
themselves will help the man who needs assistance. Read the questions and answers. If you have had similar problems, or know from 
experience how the faults can be remedied, do not hesitate to send in your comment or criticism. It will be some satisfaction to you to 











know that you have helped a fellow craftsman and a pleasure for us to pass on the data. ‘Every man owes some of his time to the up- 
building of the profession to which he belongs.” 

A SMALL HOT WATER HEATING JOB will leave the heater at about 180 degrees and will return 
at about 160 degrees, a drop in temperature of 20 degrees, 
Kditor Domestic Engineering The accompanying and that the radiators will give off 150 B. t. u. per sq. ft. 
ketch shows a small heating job which I have installed per hour as they stand in still air at a temperature of 70 
using a heater attached to a high pressure steam boiler degrees Hot water radiation is usually figured on this 
below the water line Making an overhead hot water basis and if correctly estimated will require that about 8% 
installation of it, the heater that I have used is supposed pounds of water at 180 degrees shall pass through the 


radiator per hour, giving up 20 degrees of its heat in 
warming or in maintaining the desired rate of heat emis- 
sion from the radiator 

Not considering the piping, 260 (the reported square 
feet of radiation supplied) x 84 2,145 pounds of water 
that should pass through the radiators hourly. If this 
water drops 20 degrees in temperature in its circuit 








through the system it must be reheated by the generator 
through 20 degrees, requiring 20 x 2,145 or 42,900 B. t. u. 

If the generator is rated at 160 gallons per hour this 
rating is no doubt on a domestic water supply basis; that 
is, that 160 gallons of water will be heated from an initial 
temperature of possibly 50 degrees to about 150 degrees, 
or through 100 degrees hourly. 160 x 8 1/3 (lb. per gal- 











Fig. 1 


to heat 160 gallons of water It does heat the radiator, 
but not enough to circulate back to the heater 

You will note on the first floor, where I have run the 
return pipe under the floor past two doors, the return pipe 
is the same size as the feed pipe Also that there is about 
260 sq. ft. of radiation Pipes in the attic are all covered 


Please give me your opinion on this job 





Michigan H. KE. S 
To show the character of the installation described, two 
sketches are submitted Figs. 1 and 2 illustrate these 
sketches, which show a small hot water heating system 
installed by the overhead method of piping Just what 
kind of a generator is used is not stated, excepting that ote. 3 
it is attached to a high pressure boiler below the water lons) x 100 133,300, which might be called the B. t. u 
line. Is it not possible that the generator should have’ rating of the generator. If we consider the question on 
been placed above the water line? Possibly this accounts this basis it would seem that the generator is amply large 
for the inability to develop its full efficiency for the work, providing its rating of 160 gallons per hour 
Fig. 1 shows the overhead mains and Fig. 2 the method is correct. 
of installing the return pipes. The character of the vari There are several methods of estimating requirements 


ous branch connections is not stated or shown We do for this work. We suggest the above method as a simple 
not like the “bull head” tee connection which divides the means of checking up the B. t. u. requirements. It appears 
flow to the 75 square feet radiators In an ordinary hot to us that the generator is not correctly rated or else it is 


water heating svstem it is usually figured that the water not properly installed 
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INTERESTING PLUMBING PROBLEM SOLVED 


Editor, ‘Domestic Engineering’’:——I have two questions 
I wish you would please answer for me in the Questions 
and Answers Department. 


1.—How many l-inch pipes will it take to supply as 
much water as a 2-inch pipe? 
2.—Do you know of any way to clear a %-inch lead 


service line from main to meter under concrete pavement 
and stopped up with a soft, reddish mud or rust, without 
tearing up the concrete pavement? 

i. Se 


1.—It will require six 1l-inch pipes to supply as much 


water as a 2-inch pipe. In exact figures it requires 5.6 
l-inch pipes to deliver as much water as a 2-inch pipe 


under the same head, length, number of bends, ete. But 
as you cannot get .6 of a 1l-inch pipe we say that six are 
Five not enough. Six will supply just a 


Six, therefore, is the practical answer. 


required. 
little more. 

2.-—-To clean the lead service main from meter to street 
main, apply a pump the 
meter end of the service main, and forcibly pump clean 
water back into the street main. 

Do this by strong jerks, which should loosen the mud 
trom the sides of the service pipe. Suppose that the main 
1, which is a good arrange- 


are 


powerful force somewhere at 


comes into the cellar, as in Fig 


7o meler Cellar 
S&S wall 
A =i 
| Main 
| valve 
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Lead service 


Pipe 





Plug 





Fig. 1 


ment in a case of your kind. Then you would close main 
valve, unscrew the plug, attach the pump to this tee and 
pump into the street main from a pail. 

Fig. 2 gives an idea of the operation. All 
cocks in building are closed tight, and the operation per- 
formed. But, as the increased pressure created by the 
pump will felt may not be 
strong enough to stand it, the cold supply to range should 
hot water faucet opened for expansion 


draw-off 


be in the range boiler, which 


be shut off and a 
relief, 

If there is a shut-off valve near the meter, it may be 
would accomplish the same results. 
the pumping shocks from being 
absorbed in instead of exerting their full 
force in the main. Having shocked the 
main as hard as possible by vicious, jerky pumping, open 
the temporary mud drain cock and let the street pressure 
drive the loosened mud into the other pail set to catch it. 
Kkixamine this discharge and see how much mud is coming. 
shut mud cock, empty 
Then repeat 


tight, which 
idea is to prevent 
the building 


service 


closed 
The 


service 


As soon as this water runs clear, 


the mud pail, examine the bottom for mud. 


the operation until the mud cock delivers nothing but 
clean water at a good rate of flow. This means that the 
pipe is now clear 

If the pump cannot loosen the mud then take off the 


pump, put on a rubber coat and rubber boots, open the 


ENGINEERING ‘ 


main valve full, run a strong wire through the service pipe 
as far as the street main, work it back and forth viciously 

The water will be running out 
time. But it out all 
Keep up this operation 


to loosen the mud forcibly. 


against wire all the will wash 


the mud 
till no more mud comes or 


your 


Which the wire loosens 
till 


the cellar can’t stand any 


CeHar 


wat 
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more flooding, then repeat the pump method as a final 


clean-out 
EQUIPMENT OF A KILN WITH DRYING APPARATUS 


Editor, “Domestic Engineering’’:—I 


recently had an 
inquiry concerning the steaming of a dry kiln in a tile 
factory, as to size of boiler and the best method of installa- 


tion. My 
inches, and 6 inches deep, on each side of the room, with 
coils. Room is 30x 44x 8% ft., 
with hot water plant, which will be left in for that purpose. 


The steam must rise from troughs into said room to keep 


intentions are to steam an open trough, 30x 18 


and at present it is heated 


it damp. I will appreciate any information you can give 
me on this subject. 


Minnesota. Ss. €:.8 


It would require an intimate knowledge of the work to 
be performed and the conditions prevailing to enable us to 
advise you as to details of the installation of an apparatus 
for drying 

The equipment of a or kiln 
for drying presents so many angles that it is quite impossi- 
ble, 


dry room with apparatus 


in a discussion of ordinary length, to treat the subject 


intelligently Each installation, as a rule, requires sepa- 
rate and distinct consideration. 
Generally, much better success can be had with a fan 


system (hot blast) than with a system df any other type 
There must be sufficient heat introduced to warm the drier 
and its contents to the temperature required and sufficient 
air passed through it to carry away the moisture It is 
that the 
in a given time should be known. 

The size of the room, 30x 44x 8% ft., 
as regards volume of air. 


essential amount of moisture to be evaporated 
is important only 
There is only one good method 
The 
heating surface required can be made up of coils, indirect 
the 


of moving air by volume and that is by using a fan 


radiator sections or special heater sections, such as 
vento. 

John Pruetz, who owns a lake resort near Yoakum, 
Tex., will build a large public swimming pool, to be open 
and free to the public, on his properties, Yoakum 
Mr. Pruetz has already built two smaller pools in Texas 
as private enterprises, but will the 


drawing card. 


near 


use new pool as a 








LIABILITY OF RETIRING PARTNER 


ri the general rule that a partner can oni relieve 
himself from liability for ibsequent transactions had 
vith his former partners, in the partnership name, by giv 
gx notice of i vVithdrawa It is also ell ettled that 
vhen notice is given of the dissolution of the partnership 
nd the continuing partners have taken over tl issets and 
a imed tt batoriitie f the old firm, and notice of wen 
i en tot litor, the relation of the retiring part 
ner j that of iret i to the obligation of the old firm 
existis t the time of d lution nd the creditor i 
mound to respect ich relation 
Che relation f the retiring partner a uret howevel 
ma be changed, and he can be released from such lia 
bilit ind what is termed a novation created, whereby the 
creditor is deemed to have released the retiring partner 
and to look for } debt to the continuing firm As it i 
expressed in the partnership law of New York State, which 
i but a codification of the law as theretofore laid down 
\ partner is discharged from any existing liability upon 
the dissolution of the partnership by an agreement to that 
effect between himself, the partnership creditor and. the 
person or partnership continuing the busine and such 
agreement may be inferred from the course of dealing 
between the creditor having knowledge of the dissolution 


the busine 


S74 


the rship continuing 


New 


and 


on of parthe 


194 


Drake vy Hlodgson, York Supple ment 
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UPPOSE we begin to swap blackboard experiences 
Now is a good time don’t you think Nobody 
knows how many dealers are writing the weekly 
batch of epigrams on blackboards out in front of their 
tore But the number is large, and is growing all the 
time We know that It is so easy to take an epigram 
each morning and chalk it on a blackboard 
jut what about results? How many people stop to read 
the epigrams? What do they say? Do some of those who 
read come in and buy? These are questions we should 
like to have dealers answer Swap experience Send in 
what the epigrams are doing for you. This will encourage 
others to tell what the epigrams are doing for them. And 
the first thing vou know, all of us may know a lot of 
things we don't now know 
Bargain hunters know all the countersigns 
Gra widows are never so green as vou think 
theyv are 
The only way a man can fool a woman is to make 
her believe she is fooling him 


The balance of power is a bank balance 


Better to have a turnip nose than a cabbage head 
* + + 
To make friends make others feel more impor 
tant than you feel 
* * 
The long green never remains with the green 


long 
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Attending Kansas Master Plumbers’ Convention 


ansas Comes to the Front 


Report Membership Doubled at Thirty - Fifth Annual 


Convention of the Kansas Master Plumbers’ Association 


O-OPERATION, the need of it and the advantages 


gained by the practice of it, was the word and the 
convention of 
held at Hutch 


from all over the 


spirit that ran through the entire 
Association 
Men 


gathered 


the Kansas Master Plumbers’ 


inson, Kansas, March 26 and 27 


state, many with their wives, at the Chamber 


of Commerce and put over the most successful convention 


ever held in the state in attendance, enthusiasm 
Kach 


something to do, 


point ot 


and work done one came with something to say 


and and each one said it and did it, 


With the result that the real good sought at any conven 


tion was accomplished, namely to learn to mingle and to 

enjoy. 
“We Are Sanitarians, Not ‘Lead Puddlers’,” 
Said Mr. Hunter 

Following the opening of the meeting by J. A. Skelley, 

president of the association, the 

Father M. IL 


Gano, mayor of 


of Salina 
of the 


welcome by 


pronouncing 
invocation by Kain, the 
Hon 


and 


speed h of 


George Hutchinson, and 


the reading approval of the minutes 


of previous meetings, Edward Draper, of 


Colorado Springs, gave an interesting ad 


dress recalling the past activities of the 


association and renewing old friendships 


Mr. Draper was secretary of the associa 


tion for fifteen years, after which he went 
to Colorado on account of his health 

A progressive speech on good govern 
ment, with a suggestion for the promotion 
of the 


who will f 


industry at the polls by selecting 


ght for 


men proper Sanitation 


was given by Charles Hunter, of Kansas 


City, vice-president of the association 


forget the word said 


“That 


“Let's 
Mr. Hunter 
We are ‘sanitarians’.”’ 

W. S. P. Gill, of 
touch to the 


plumber’,”’ 


means ‘lead 


puddler 


Hutchinson 


Rave a 


plumbing 


biblical 


a% 
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The Second Section of the Official Photograph of the Delegutes 





President-Elect Charles Hunter 
industry of 


Kansas City in 


3 paisss 


5 ¢ ' 
Le > or eee 24 


telling about the master plumber who helped to build 
King Solomon's temple (he did it on a cost plus basis 
too), and told the story of the bath and the methods of 
bathing from the time of the primitive man up to that 
of the up-to-date baby 
The Supply Men's Relation to the Dealer 

Karl M. Davis, of the Salina Supply Company, told of 
the importance of the right co-operation between the 
Wholesaler and retailer in his talk on “‘The supply men’s 
relation to the dealer.’ They are the beginning and the 


end of the sales, he said, and must work together to obtain 


real results; and it is the association that can maintain 


this relationship in the right way 
Membership Doubled During the Last Year 
About 


present, and through the untiring work of the officers 


one hundred and twenty-five members were 


with 
during the last year, the 
fold as it had 


,owel of Km 


the assistance of the members 


association now has twice as many in its 
record! EF. H 


treasurer of the ass 


a vear ago; a wonderful 


poria ociation, reported 


that the association is in a healthy finan 


cial condition, due largely to the increased 
membership 
Costs 


Greenberg on Figuring 


J. C. Greenberg, representative of the 


National Trade Extension Bureau, showed 


by means of his chart, how to apportion 
costs of labor, material, overhead and 
profit, and drove home, with cold facts 
the necessity of getting out of that class 
occupied by ninety per cent of the trade 


who figure incorrectly 
( | Joseph Mo., di 


Association, 


Kennedy, of St 
National 
to learn and to practice what 
National 


rector of the urged 


the member 


they learned, and told how the 


\ssociation is working to put the industry 


its proper place. Associations, the Na 


39 Fs 
to 
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1, and the 


t m f Wichita 
‘ rk dor by the 
i promotir the bu 

! ly m of proper co 

lit irrange 
I and in their deal 
(o-operation Va 
} ! mie 


! ! ina ti talk ofr 
in plumbin urged the 
’ Co ct certain local 

d ked for a spirit of har 

f | between the busines 
i town The apprentice 

thorou | discussed 

H 1 mp ed upon hi 
! ! f paving an apprentice 
»> make it possible for him 

In¢ to learning the trade 

" W. Sutherin, of Topeka 
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1—W. F. 


Landrum, Wm. Ball, M. H. Peter- 


som, Cs. J. 


Kansas City, 


pori 





Krueger, 


Eagle-Picher Lead Co.; J. VM. O'Conner, C. 


Hiomer 


Deffn 





port 


A. Dunham Co.; 


Brass Works,and W.S. P. Gill, of HMutchin- 
som. 1.—O. Talbort, Wamega;: Geo. Hotter- 
man, Bonner Springs. 5.—Mar Stuelpner, 
hureka, and F. \X. 


Loomis, State Se 


Rh. b. Sharpe, H. 


David Hill, Karl M. Davis, of Salina Supply 


ciation of 


of United 


Kansas City 
Hardware Co,, Salina, Kans.; J. VY. Prosser, 


tnited States Radiator Corporation, Kan- 


Salina, Kans. 7.—Loent Asso- 


Hutchinson. S.—W. H. Blodgett, 


State 


sas City Branch; 


Sanitary 


Mfrx. Co., Kansas City Branch. 9. 


—t. &. Loomis, 


Bowers, Treasurer, Emporia; National Di- 


Kennedy, of St. Joseph; Chas. 


rector ©, 


Hunter, of 


Shelley, of Salina. 10.—Just to Prove That 


Convention. 
of Wichita. 
Wright, of Hutchinson. 13.—Mr. and Mrs. 


/ 


Kans: 


Also 


(. bk. Wilkie, of 


Chapman, 
Wichita, 


of Martin Metal Mfg. Co., 
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Kans. 2.—C. H. Burnap, Em- 
Tope, Dodge City; FF. A. 


a. 3.—Thomas EF. Tucker, 


Branch; R. EK. Sharpe, Lee 


11.—Mr. and Mrs. S. B. Leslie, 
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told about the Rankin Trade School at St 
Louis and the wonderful work it is doing, 
the general sentiment expressed was that 
the trade was on the right track toward a 
solution of this important problem, and it 
was urged that the project be kept con- 
tinually alive 
“The Business Picnic” 

Mr. Greenberg in his major address on 
“The Business Picnic,’’ showed that head 
work was the difference between failure 
and success; that to cash in on knowledge, 
real thinking ability was necessary, and he 
urged the men to avail themselves of infor- 
mation from every source. There is no such 
thing as hard luck, he explained; it is merely 
mental stagnation, and unless attention is 
paid to self, customers, goods and sales, 
there are rocks ahead. “If you think you 
are a business man because you know how 
to use a Stillson wrench, you are wrong,” 
said Mr. Greenberg. ‘You are not in busi- 
ness, you're in trouble.’’ The facts he put 
forth hit home; and that it was appreciated 
was shown by the rising vote of thanks that 
was extended to him. 

Resolutions of Sympathy 

Expressions of sympathy for the families 
of James Stuart, of Junction City, and D. J. 
Otterman, Kansas City, both of whom passed 
away during the last year, and for C. F. 
Gustafson, of Topeka, om account of the 
death of his wife, were spread on the min- 
utes at the suggestion of the resolutions 
committee 

Committees Appointed 

President Skelley appointed the following 
committees: Membership—aA. J. Bachofer, 
Salina; Oscar Robertson, Wichita; H. L. 
Stevens, Hutchinson. Auditing—David Hill, 
Salina; C. A. Burnap, Emporia; W. W. Kitz- 
miller, Hutchinson. Resolution—J. M. Sim- 
mon, Wichita; M. M. Stevens, Hutchinson; 
G. FE. Gilhous, Kansas City. Special commit- 
tee to work on recommendations of officers: 
J. M. Simmon, Wichita; Wm. Ball, Kansas 
City; David Hill, Salina; H. A. Fairchild, 
Hiawatha, and A. T. Olson, Lawrence 

Election of Officers 

The following officers were elected: Presi- 
dent, Chas. Hunter, Kansas City; vice-presi 
dent, Oscar Robertson, Wichita; treasurer, 
KF. H. Bowers, Emporia; and C. G. Loomis, 
of Salina, was retained as secretary. C. A. 
Baker, of Wichita, was made delegate to the 
National Convention, with A. J. Bachofer, 
of Salina, as alternate. 

Entertainment 

The first night of the convention, a 
smoker was held at the Elks’ Club, where 
Alvin Wright, secretary of the Hutchinson 


re. 


aye 


d'bid vip, 





The Third and Last Section of the Official Photograph of the 


tumbling exhibi 
Three 


bouts, however, were the main events of the evening, 


Master Plumbers’ Association, put on a 


tion, and Mr. Greenberg gave a recitation boxing 


and 


these were followed several vaudeville and a 


real feed. 
A large number of ladies attended the convention, and 


by acts 


thought given to make their stay a 


one. A the 
benefit, and a theatre party at night 


every was pleasant 


luncheon was arranged on first day for their 


At the banquet on the last night, J. G. Ripstra, of the 
Brass Works, Mich., 
each lady with a corsage bouquet of sweet peas on 


sented 


behalf 


Wolverine Grand Rapids, pre 


of his company. The ladies were so much a part of the 
entire convention that the men who left their wives at 
home this year vowed that they would never make the 
same mistake again 
Location of the Next Convention 
It was decided that the 1924 convention would be held 


in Arkansas City, ‘““And,”’ they said, “if the members there 


can stage a better get-together than that held in Hutchin 
son, they will reach the zenith of convention success.” 
A vote of thanks was extended to the Hutchinson mem 
bers and satisfaction was expressed regarding the way 


the meeting was conducted, and every one present agreed 
that it 
Manufacturers’ and Supply House Representatives Present 


was a success from start to finish 


Many manufacturers’ and supply house representatives 
EK. Tucker, 
Edw. Hesser, Standard Sanitary 
Works; J. M 


were present, among them the following: Thos. 


Eagle-Picher Lead Co.: J 
Mfg. Co.; J. G. Ripstra, 


srass 


Wolverine 
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Delegates Attending Kansas Master Plumbers’ Convention 


\] 
Vioore 


ana J. ¥ 


Dunham Co \.B 
Topeka; W. H. Blodgett 


(Connor, C. A 


Boiler Works Pro 


United State Radiator Corporation; Ted A. Chapman 
Martin Metal Mfg. Co., Wichita Karl M. Da Salina 
Supply Co., Salina Howard Wilson Wil Wholesale 


Hutchinson; Thomas W Rave American 


Columbia Flush Valve Co BP 


Plumbing Co 
Radiator Co Sharpe 


lee Hardware Co., Salina 


LECTURE DATES AHEAD FOR THE NATIONAL TRADE 
EXTENSION BUREAU LECTURERS 


Date irranged for the next few weeks are as follow 
JI. C. Greenberg April 9-10, Huntington, W Va.; 12 
Portsmouth, Ohio; 13, Columbu Ohio; 16, Bu rus, Ohio 


1S, Elyria, Ohio, zone meeting; 19, Ashtabula, Ohio, zone 
meeting; 20, Alliance, Ohio, zone meeting 

B. Jos. O'Donnell April 19, Philadelphia, Pa 4, Bo 
ton, Ma zone meeting 25, Fall River, M me meet 
ing 27. Lynn, Ma zone meetin 

W. G Archer April 9, Oklahoma City, Okla., State 
Convention; 11, Tulsa, Okla 13, Little Rock, Ark., State 
Convention: 17, Beaumont, Tex., State Convention; 23-2 
Montgomery, Ala., State Convention; 26-27, New Orlean 
lLa., State Convention ,0, Atlanta, Ga., State Convention 

The welfare committee of Fremont, Ohio, Elks has been 


ity authoritie the 


Birchard 


authorized to confer with ¢ 


concerning 


construction of a publie pool in Park 
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Association of 
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“WELCOME TO SAGINAW 


Michigan Master Plumbers’ 3lst Annual Convention 
Endorses National Campaign to Place ‘‘The Story of 
the Bath’’ in Schools Throughout the Country 


‘ce RLCOME t agina™ aid Mavor Ben Mercer that the secretary term be reduced from three years to 
peakin yerte one hundred and twents ne: and that the committees of the state association be 
five members of the Michigan State Association revised to conform to the committees suggested by the 

ot tumbing and Heating Dealers that had gathered it National Associatior 

that city for their thirty-first annual convention March There was a wide difference of opinion expressed from 

29 and 30 the floor, as to the desirability and value of the license 

One hundred and twenty-five members nt away sati law It was contended by some that it made it easier 
fied from. the tandpoint of work accomplished napp for the unions to keep a hold on working conditions, 
meeting and agreeable entertainment, this convention vhile in other quarters it was said that the law worked 
represented one of the best ever held by the a ( io it in favor of the master plumber because it protected 

President N. J.) Kennedys of Detroit presided ind im from unscrupulous and untrained workmen = and 

following the opening cere competitors When it) was 

monies appointed his regulat finally put to a vote, it was 
committees to take charge of decided by a close margin 
the details of the convention that the association would 


Committees Appointed discontinue its efforts to have 
the law abolished 


The committees appointed 
were as follows he olution New Name Adopted 
Kk. V. Merrill, Saginaw; Jame Secretary Wm. A. Decker, 
J. Keeley, Flint, and Wm. J of Grand Rapids, mentioned 
Hughes, Bay Citys Finance the fact that the association 
Jos. Miller, Flint; K.P. Giber is now officially known by its 
son, Detroit, and Ray Garvey new name, The Michigan 
Ironwood Credential L. State Association of Plumb 
D. Holser Pontiac \ L, ing and Heating Dealers 


Wright, Jackson, and J. D lL. Kk. Spear of the Hum 
Claypool, Battle Creek. Chas phrey Company, Kalamazoo, 
J. Martin, Saginaw, was ap Mich., spoke from a= pape! 
pointed sergeant-at-arms that he had distributed, on 
the field that awaits the 


Annual Reports of Officers ; 
plumbers who will go in on 


In the % ual reports ot : 
, he sceslinins ons ; a large scale for the sale ot 
the officers President Ken 

gas water heaters. 


nedyv said “My report must 
Organization the Way of 





be one of suggestions rather 





Q : President - Fleet Andrew A. Sango Salwati 
than one of past perform Muir, Grand Rapids: Re- Business Salvation 
ances We have in the past (c y'( .} Elected = Seeretary - Treasurer “Hit the sawdust trail of 
~ \ William A. Deeker, Gra 1 : : 

made many laws and then = panties rian —aeeatiheee Miaam business salvation through 

disregarded them He sug 1 KE. N. Merrill, Saginaw, Mich. organization,”” urged Col. W 
{ ; é 

gested that the incoming = G Archer, in speaking of 








officers see to it that the in some of the National Trade 


structions to the board of directors be carried out He Extension Bureau's ideas on organization 
membership you have 


work. 
also pointed out that there must be something wrong “If vou have no representative 


with the policy or the method of operation of the state no organization; no organization means no results, and 
association when there are only two hundred and eighty eventually no association at all,’”’ the speaker warned, 
seven association members in a state that numbers over and cautioned them to go out after the man outside of 


r firms engaged in the plumbing the association ‘IT have no sympathy with a clique; 


two thousand persons « 
and heating business plumbers must all pull together.” 
President Kennedy then made a number of recommen Speaking in defence of the often maligned jobbers and 
dations for the consideration of the delegates in regard manufacturers, he said “They are the best fellows in 
to the future activities of the association One of his the world, if vou only knew it Meet with them once in 


suggestions, which was not acted upon by the association a While at dinners and you will find that they will go more 


however, was that the state should be divided into twelve than half way with you in friendliness and in business.’ 


Recommendations of the Resolutions Committee 


districts, each district to be represented and directed by 
It was recommended by the Resolutions Committee, and 


one member of the board of directors, this member te 
be selected by the association in that district He also passed by the convention, that the state officers investi 
suggested that a specific sum be set aside for use as an vate the different districts of the state at least once every 
organization fund only; that no officer be permitted to three months, and make a report to the board of directors 


succeed himself for more than two consecutive terms on the conditions found 




























These Pietures from Left to Right 
Across the Top Are: W. RR. Thatcher, 
of Detroit Branch of Hoffman Heater 
President of 


Detroit; ©. C, 


Norman 
Mfg. Co., 


Co. Boosey, 


Greenwood 


Schienk, Detroit) Branch of Ruud 
Miz. Co., Pittsburgh; ¢. C. Fox, of 
EiverHot > Henater Co., Detroit; and 
LL. W. Miller, of The Steel & Tube 


Co. of America, 
HK. Reed, M. L. 
Sturmer, of 
Young, W. J. 
land, EF. J. 
Lindsay, the Bay 


Chicago.—Howard 
Wright, and F.C, 
Mich, — J. 
Muthol- 
Chas. W. 
Delegation 





Jaekson, 
Hughes, (. EB. 
and 
Citys 


Reviere, 


The Three Pictures at the Left 
KR. L. Kelly, of 
Garvey, of 


Are: 
Mich.—Hayp 
Mich.; 


Saginaw 


Owosso, 
Ironwood, John 


Ahern, of 





This committee was of the opinion that it would be 
well to reduce the state and national per capita dues 
from eighteen dollars per vear to fifteen dollars, but the 


delegates did not concur in this recommendation 
It was moved, that in the future the local association 
entertaining the state convention should have the privil 


ege of establishing an exhibit and selling space in it to 


This 
should be 


help defray the with the 


that the 


expenses of the meeting 


amendment state officers permitted to 


supervise the letting of the exhibit space, was passed 


Chris P. Tietze, of Detroit, was elected an honorary mem 
ber of the association, as he has now retired from active 
participation in the plumbing business 
‘The Story of the Bath 
“The Story of the Bath’ came in for a hearty recom 
mendation in the closing meeting, as it had done at the 
banquet on the evening before. It was moved and passed 
unanimously that the Michigan Association go on record 
as fevoring and supporting the efforts of Fred EF. Fladd 


chairman of the Educational Committee of the National 


Association of Master Plumbers, to have the “Story. of 


the Bath’ introduced into the chools all over the country 
supplementary reading 
Officers and Delegates for the Coming Year 
The meeting closed with the election of officers which 
resulted as follows President, A. A. Muir, Grand Rapids; 
vice-president, E. V. Merrill, Saginaw; secretary-treasurer 


Wm. A. Decker, Grand Rapids 


Delegates to represent the Michigan state association 
at the National Convention in Atlantic City, were chosen 
as follows Wm. A. Decker, Grand Rapids, W. D. Brown 
Saginaw, with John Green, Detroit, and Wm. Hughes, 


avy City, as alternates. 


Thos. Shields, of Lansing; Wm. Hughes, Bay City; L 
1). Holser, Pontiac, and Jos. Miller, Flint, were elected to 
membership on the board of directors 


Social Events 
and entertainment was one of the big 


meeting W. D 


The banquet 


features of the srown, president of the 


Saginaw Association, presided as toastmaster and intro 


The Three 
I. Glang, J. EB. Cain and ©. J. 
fer, all of 


Groups Above Represent: 
Oder- 
Detroit.—Members of 
Club.” Detroit, Mich.— 
Archer, of the National 


“North kind 
Col W. G. 
Trade Extension Burenu; A. Brown, 


President of the Saginaw Associn- 
John Ss. 


National 


President of 
and Mr, 
Mitchell, General Chairman of 


tion; Irvine, 
Association; 
Con- 
vention Committee 
The Five Persons at the Right Are: 


James J. Jackson, Eix- 


State 


Keeley, of 
President of the Associntion; 
A. Brown, President of the Saginaw 
Associntion; FF. B. Lent, of Saginaw, 
Mich.; 

Ferne, of Ann 


Andres and John 
Arbor, Mich, 


Those Pictures at the Bottom of the 


Samuel ©, 


Page Are: James 8. Glennie, Wil- 
fred Fleming, .. 0. Hotser, W. Hf. 
linken and Chas. W. Markham, of 


Pontine, Mich.—A Group of Saginaw 


Members Who Helped to Make the 
Convention a Success.—J. DD. Clay- 
pool, and Chas. M. Rolfe, of Battle 





Creek, Mich. 
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duced a number of speakers Among these were John 


S. Irvine, Detroit, president of the National Association 
of Master Plumbers, N. J. Kennedy, Detroit, retiring presi 
dent of the Michigan state association, A. A. Muir, Grand 
Rapids, president-elect of the Michigan state association 
and Wm. A. Decker, Grand Rapids, secretary-treasurer of 
the Michigan state association 
Salesmen and Exhibits 

While no special arrangements had been made _ for 
exhibits, several companies took rooms and = arranged 
attractive display which were well attended Among 
these were Robbins, Gamwell & Co., Pittsfield, Mas 
Best Manufacturing Co., Detroit; Humphrey Co Kala 





Bay Jones, 
Miller 


(. Darwin, of Murray W. Sales A Co., of Detroit; G. 


Ames, Jos. 


of A. Harvey's Sons Mig. Co., Detroit; W. 

and John Miller, of Flint, Mich. 
mazoo; The EverHot Heater Co., Detroit Duro Pump 
& Mfe. Co Davton, Ohio, and Vaile-Kimes Co Dayton 
Ohio 


Salesmen and commercial representatives in attendance 


included the following 


J. J. Houlihan, V. L. Duffy, S. L. Milroy, J. A. Arm 
strong, J. Ormond, of Detroit, and B. L. Duffy, of Saginaw, 
all of Crane Co 

Frank EF. Congdon, of Morley Bros., Saginaw. 

C. H. Bissell, W. N. Jarvis, and F. McKinley, all of the 


Alert Pipe & Supply Co., of Saginaw 








Ash- 
Dure 


Kal: 
Kalamazoo; 





I. Bleasdale, of Hamphrey nazoo, Mich.; J. F. 
worth of Humphrey Oviatt, of 
Pump & Mfg. Co., Dayton, 0.; and Phil J. Busch, of American 


Radiator Co., Detroit Branch 


Co., Owen 


Geo. N. Larkin, of the Kimball-Eisenberg Co., of Detroit 

C. A. Darwin, H. B. Auger and Martin Halfpenny, all of 
Murray W. Sales & Co., of Detroit. 

W.C. Mann, of the Anchor Pipe & Supply Co., Detroit 

Edw. M. Sterner, president, and S. R. Ostrander, of 
Edwin Sterner Co., of Flint, Mich 

@. Bay Jones, of A. Harvey's Sons Mfg. Co., Detroit 

M. Sampliner and N. O'Keefe, of Eclipse Mfg. Co., of 
Detroit 

C. K. Jacobs, Bruce Herman, H. E. Elford and Arthur 
Warner, of the Best Mfg. Co., Detroit. 

W. Ferguson Hoff, of Reading Iron Co., Reading, Pa 

Gilman Spencer, Cleveland, of A. M. Byers Co., of Pitts 


burgh, Pa 


NGINI 
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J.C. McDonald, branch manager, and H. F. Beresford, of 


United States Radiator Corporation, Detroit 


Norman Boosey, president of the Greenwood Mfg. Co., 
Detroit 

R. A. Baskerville, Pierce, Butler & Pierce Mfg. Corpora 
tion, Detroit 

EF. R. Lambourne, P. G. Lambourne and Geo. A. Ross, of 


Wolverine Brass Works, Grand Rapids, Mich 
F. F. Hewitt, Schaefer, Detroit; 


Oviatt, Grand Rapids; J. J 


QO 
Quirk, Lansing; Geo. S. Whit 


jay City; Geo 0 


aker, Bay City, all of Duro Pump & Mfg. Co., Dayton, O 

Phil J. Busch, D. M. Kazay, Detroit, of American Radia 
tor Company. 

Russell H. Auger, Detroit; D. J. Dailey, Lansing, of 
Wolff Mfg. Corporation, Chicago. 

lL. E. Spear, J. F. Ashworth, L. L. Bleasdale, of Hum 
phrey Co., Kalamazoo, Mich. 

Bart Downey, manager of the Detroit branch, and 
Kdward W. Lyon, both of Kohler Co., Kohler, Wis 

H. M. Holdredge and C. H. Van Vorse, of Robbins, Gam 
well & Co., Pittsfield, Mass 

Jas. M. Connor, Detroit, of The Schild Specialty Co., 
Cleveland 

John M. Howett, Lansing, of The Vaile-Kimes Co., 
Dayton, Ohio. 

W. R. Thatcher, Detroit, of The Hoffman Heater Co., 


Lorain, Ohio. 


C. C. Schlenk, Detroit, of Ruud Mfg. Co., Pittsburgh, Pa 
C. C. Fox, of The EverHot Heater Co., Detroit. 
Leslie W. Millar, of The Steel & Tube Co. of America, 


Chicago 





GOOD FAITH IS SPECIALLY REQUIRED IN PRO- 
CUREMENT OF CONTRACTS 
HE rule requiring the proof to be strong and con- 
_ vincing authorize the cancellation or 
of an executed contract upon the ground of fraud in its 
procurement does not operate with the same rigor where 


to rescission 


the parties sustain a confidential relation toward each 
other. In such cases it is quite universally held that 
when the relation is established the burden is cast upon 
the defendant to show the perfect fairness of the transac 
tion This is required in order that the parties may be 
placed upon an equal footing, and in furtherance of com- 
mon honesty and fair dealing, the rule being in such 


that the truth, as well as misrepre 


sentation is a good ground for setting aside a contract 


suppression of 


cases 


But whether there exists a confidential relation or not, 
it is fraud on the part of the one possessing superior 


knowledge of the facts affecting the subject-matter of the 


contract not to disclose those facts to the other party if 
he knows that the former is ignorant thereof, and relies, 
and can only rely, on him to make a full disclosure. 


Court of Appeals of Kentucky, in Roberts et al v. Parsons, 


242 Southwestern Reporter, 594. 


Ground has been broken for the Cascade plunge and 
pavilion to be erected in Birmingham, Ala The plans 
include a swimming pool that will accommodate three 


thousand persons at one time. This pool is designed to be 


more than twice as large as any similar pool in the South 


It will be fashioned after the Nashville Cascade plunge 
The entire plant will cost about $175,000 and it is planned 


to have it in operation by May 1. 


John Uhrie, Bloomington, Ill., park custodian, has pro 
posed to the city fathers that they construct a concrete 
pool for bathing at Miller Park. Mr. Uhrie urges this 
pool in the nature of an investment, as last summer's 


receipts from the bathing houses totaled $3,700 
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COMPANIES RECENTLY INCORPORATED SPRING MEBTING OF THE NATIONAL ASSOCLATION 

OF BRASS MANUFACTURERS 
The George G. Lee Co., of Norfolk, Va., has been in 
corporated with a capital of $50,000, to manufacture 


At the Spring meeting of the National Asociation of 
Jumbing specialties. The new company will be located ’ . ; 
I ing 8) I I : Brass Manufacturers, held at Hotel Sherman, Chicago on 
é 210-222 East Twenty-sec street i that city ‘ 99 
Be I < East Twenty-second street in tha ; March 21, 22 and 23, several project of importance 


The Beggs Engineering Co., Inc., of 142 Russ street, were discussed and acted upon 
Hartford, Conn., has been incorporated with a capital of The reports indicate that the new Credit Exchat Bu 

~ t e i ‘ "¥ sNCTIAN EE , 
$500,000, to manufacture plumbing specialties The 


reau established by the ussociation showed every evidence 
officers of the company are President, T. R. Beggs; of satisfaction. The following suggestion was made and 
vice-president, B. J. Smith, and secretary-treasurer, J. H. favorably acted upon That inthe case of wow tobnine con 
Kane, all of Hartford, Conn cerns, or concerns, Which in the judgment of the commi 
The Jefferson Plumbing Supply Co., 2860 West Jef- sioner might render reports of their standing that would 
ferson street, Detroit, has been incorporated with a cap be helpful to themselves or the association, they be asked 
ital of $50,000. to furnish reports such as are furnished to mereantile 
— agencies The idea was emphasized that this should be 

BULLDING NEW ADDITIONS in the form of a suggestion to uch coneern and that 

this act would be entirely voluntary on their part It wa 
The Van Arnam Mfg. Co., of Fort Wayne, Ind., is build also thought that the more frank and general such reports 


ing a two-story office building and a two-story machine were, the more” they would operate to the advantage of 
shop. the senders of the reports and the better the position the 
Kohler Co., of Kohler, Wis., is erecting a four-story commissioner would be in to assist them when inquiries 


building, which will provide storeroom for enameling were made 


materials for its products. An appeal was also made to all jobbers and contractors 
: and plumbers to use their influence in educating the house 

NOW THE PIONEER STAMPING CO. owner and user as well as the public generally, in the 

- a best methods of handling nickel-plated faucet to pre 


The Michigan Metal Spinning Mfg. Co., of 2130 to 2134 vent the cold water faueet from becoming discolored and 
East Woodbridge street, Detroit, has just changed its tarnished, which is not the fault of the material in th 


name to ‘‘Pioneer Stamping Co."’ The officers of the com faucet nor the plating with which it is covered, but is the 
pany are: J. J. Delaney, president; M. J. Delaney, vice- result of condensation of moisture on the cold faucet and 
president; and M. B. Delaney, secretary-treasurer neglect of proper cleaning 


a . A most interesting stereopticon lecture on the matter 

L. WEBER & CO., INC., SECURE NEW WAREHOUSE = of standardization and elimination of waste by means ot 
EE implified practice,” was given during the afternoon 

C. L. Weber & Co.,Inc., jobbers of plumbing and steam = session by W. A. Durgin, local representative of the De 
supplies at 1118-1120 West Somerset street, Philadelphia, partment of Commerce, ‘The j 
have just secured a new warehouse at 2630-2634 North ested in the matter of standardization and elimination of 
Hutchinson street, only two blocks from this concern’s waste by this me: 


ociation is deeply inter 


ns and this message came at an oppor 


office and store building. The new building gives the com- tune time. Messrs. Waswevler and Webster were author 
pany 15,000 square feet of additional floor space. ized to appoint a catalogue committee with a view of get 
a a ra a ting out a new official catalogue for 1925 which is in 
SCOTT VALVE COMPANY ELECTS OFFICERS keeping with the understanding with the various jobbing 
Pr ee once ee organizations 

Following the death of C. W. Thomas of the Scott Valve The convention authorized an appropriation of $500.00 
Co., Chieago, which was recently announced in Domestic on recommendation of Mr. Mueller of the Water Work 
Engineering, an election of officers was held last week Division of the Standardization Committee, for the pur 
when the following were elected: E. W. Thomas, presi pose of having corrosion tests made by the Bureau. of 

dent and treasurer; F. P. Thomas, vice-president and A. P. Standards 
Gow, secretary and manager. Mr. Gow was with the Scott The Committee on Government Specifications of which 


Valve Co. twenty-one years and for the last seven years Mr. Mueller is chairman, made a very interestir report 


has been connected with the parent company, the Scott and will soon complete its work and report to the United 
Valve Manufacturing Co. of Detroit, returning to Chicago States Government in Washington with whom it is working 


after the death of the president of the Scott Valve Com- The association also took up the question of supplant 


pany to act as its manager and secretary. In this capacity, ing the term ‘‘cock’’ so generally known to the trade, 


he will have charge of Illinois, Wisconsin, Iowa, Indiana with that of “faucets,” and decided to appeal to the Trade 


and the western part of Michigan. Extension Bureau, Central and Eastern Suppl Associa 
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RING April 7, 192 
AMERICAN RADIATOR CO. TO PRODUCE ITS 
OWN TRON 
\? e Donne! teel Companys two blast 
! orth Tonawanda, N. Y., by the American Ra 
jator Compat vhich has been pending for some time 

ompleted Che American Radiator Company ha 
eretofore produced its own pig iron, but has been one 
customer f merchant furnaces of that 
It made or purchase of close to 75,000) tons 
} bought other la quantities The sale will in 
I fect the Donner Steel Company Buffalo plant. 
Tonawanda furnace have been idle since 1919 It 
ind od that operation of these furnaces will be re 
n e very near future 
(. G. EVERSON & CO, TO MOVE 
( ( In on & Co., manufacturers of water coolers 
1 rs, Who for the past twenty years have been located 
Lake treet, Chicago, have just closed a lease for the 
to d basement building at the northeast corner 
of rie nd Git i street with a floor area of approxi 
te 60,000 square feet, for a period of ten years 


NEW MANURPACTURERS AGENTS AT NEWARK, N. J. 


Jobber ipply Corporation, of Newark, N. J., has been 
porated to act as manufacturers’ agents, and has 
ried in busine at 50 Jefferson street, in that city 
Phe offic of the new company are: President and treas 
Michael B. Patterson; vice-president, Walter S. Jel 
ind cretal Jaume J. Walsh 
BUILD STRUCTURE FOR OAKLAND BRANCH 
The Richmond Sanitary Mfg. Co., of San Francisco, 
Calif., is building a two-story concrete structure at Ninth 
ds Alice treets in Oakland, Calif which will be o¢ 
ipied by a branch house of this concern The new 
im ill be in charge of D. I Heinz 
PO MANERACTURE PLUMBING SPECIALITIES 
The Sanitary Mfg. Co. is the name of a new company 
ha nst been organized in Oakland, Calif., to man 
fécture plumbing pecialitic The new company is 
} dob R. H. Marchant, and it has leased 10,000 
" feet of floor pace in the Roach building, S27-829 
hirtv-tirst ireet. Oakland 
ANNO AL MERTING OF EASTERN TRADE GOLF 
ASSOC TATION 
he Kasteri rade Golf Association will hold its an 
il meetin it 12:30, p.m.. on Wednesday noon, April 
it Brown Chop House, 1424 Broadway, New York 
(‘j The program for the meeting includes luncheon, 
inual reports of officers and election of officers for the 
i in vear, according to the official notice just issued 
President W \. Burtenshaw 


SPEAKMAN COMPANYS ADVERTISING CAMPAIGN 


Speakman Company, of Wilmington, Del., is con 


1923, 


Magazines 


ing an extensive advertising campaign for by 


means of the trade 
the consumer 
reach 1,974,440 


also prepare da 


press and 


through 
It 


persons 


which 
that this 


each issue 


Oo directly to 


will 


is estimated 
sing with 
I} has booklet and folders for 
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different products of which i 


entitled “Onee Used 


the trade on its 


one 


tively illustrated and is 


IN FINANCIAL TROUBLE 
The Warren 
filed a 


pany’s liabilities are placed at about 


Plumbing Supply Co., of Jersey City, N. J 


has voluntary petition in bankrupteys Phe 


SO OO 


W. R. Hughes Co Ine manufacturers of plumbing 
specialties at 507 West Thirty-fifth street, New York 
City, has been placed in the hands of a receiver, Perciva 
Wilde, having been appointed to act in this capacity TI 


company’s liabilities are stated to be about $75,000 





























Sherman, president of the Hawkeve 


of Mason City, la., has the 


Supply Co 


vinpathy of his many friend 


on account of the death ot hi wife Which occurred 


recently. 
K. K. 


In connection 


Dunham, business manager of the exposition held 


with the National Convention at Detroit last 
the sale 
York City. Hi 


branch in the New 


summer, has joined force of the Richardson «& 


New 


new 


sovnton Co., ot headquarters will be 


at the coinpany’ Arcade Building 


Detroit. 


W. FF. Hawley, vice-president and director of Georg: 


Howson & Sons, Ltd Hanley, Staffordshire, England 
manufacturers of sanitary earthenware, was in this coun 
try during the last week in March as the guest of Ff. N 
Du Bois & Co., Ine New York City 


a 


of sales 


Cochrane, 
the Detroit Bra 
Works, at De 


elected or 


manager 
for 
& Malleable 
troit, ha been 


retary of the organization 


and is now serving in the two 
cupacitic Frank Uhl, of the 
ame company ha been 


elects d vice president 
Kk. Ray 
for 


Johnson, who ha 


some time been in charge 


of the advertising department 





of the EverHot Heater Co 

at its home office at Detroit, 

is now connected with the 

Chicago branch of that com 

-. ©, Cosine pany at 29 West Lake street 
Gieo, R. Cook, formerly man 

ager of the Boston branch of Hoffman Heater Co., of Lo 


rain, O., has been appointed manager of the New York City 
branch, at 23 East Thirty-third street 

P. W. Borrows, formerly Michigan representative of the 
Standard Sanitary Mfg. Co., of Pittsburgh, Pa., has been 
transferred to the Louisville office, where he will serve 


a pecial representative 
«. FL Sy Martin, of H. P. Martin & Sons, Owensboro 
Kv., is making an extended trip through the South and up 


Maine He 


convention of 


reach 


National 


the Atlantic Coast as far as expects to 


Atlantic City in for the the 


Master 


time 
\ssociation of Plumber 
Frank P. 


Indianapolis, 


manufacturers’ 
the Riverside 
Mich., in 


Murphy, representative in 
Ind., 


& Galvanizing Co., 


Foundry 
Ohio, 


will represent 


Kalamazoo, Michigan, 


indiana, and Kentucky. 
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Trade Literature 


Here are mentioned each week the newest catalogues, booklets an 


folders that are of value to the trade. 
write 
head, listing the items you are interested in, and we will ask manufacturer 


Copies may be had by writing the 


different companies Or “Domestic Engineering’ on your lette: 


to mail copies to you. 


Modulation and Pull Open Valves 


fhe Bishop & Babeock Co., Cleveland, Ohio, has i ied 

rour-page foldet Vhicl a oted to thei multifler 
modulation and multiflex fu nh valve Kacl Ive i 
illustrated in detail, witl hat . 2 oO 
distinctive feat table ) ne-in 
limenstons are also given 

“How to Choose a Water System” 

rhe above is the tithe of an eight-page circular gotten 

out by the Duro Pump & Mfs Co Dayto Ohlo By a 


tions and answer Duro language 


pro 


example two 


ere ol que 


pective watel ystem purchasers 


Shallow Well Sy 
Well yvsten The page are 


What to Look tor ina 


to Look for in a 


brightened by Liv 


Patents and Trade-Marks 

Richards & Geier, patent and trade-mark attornes 277 
Broadway, New York City, have published two booklet 
Patents Law and Practice and ““Trade-Mart Trade 
Name and Unfair Competition These are convenient 
handbook presenting in concise form the feature most 
necessary for lawyet manufacturers and inventor The 
vive the leading points of the law and tell the steps nece 
ury to secure protection for this cla of propert 


ENVELOPE STURFERS FOR DEALERS 


Iexcelso pecialty Work Buffalo N y Quality 
Water Hleater In addition to deseribin the Excelso 
heater and fire pot generator, this folder giv nine typical 
installation 

Wheeling Sanita \If co Wheeling W Va Com 
bination Bath, Seat Bath, Foot Bath, Shower, Child sath 

All In One.” Tilustrations, roughing-in sketehe dimen 
ions and description tell of this four-in-one combination 
sketch is riven to how that with thi combination 
bathroom 4x7 ft ould be amply large Phe iving ot 


water is another stressed feature 








Twenty Years Ago in 
“Domestic Engineering’’ 

















Saturday, 
Name, The 
Manchester, N. # has changed its name to 


April f, 1903 
Change Manchester Heating & Lighting 


Company 


the Manchester Supply Comopar 

Expansion Bolt Company Encorporated, rhe tar Ey 
pansion Bolt Company has just beer corporated at 3 
York Cits 

Increase Facilities. | The te id & Romain | ( 
Philadelphia, has added another floor to its facto at 294 
North Sixth street 

Valve Merger. The American Gage & Valve Mtg. Co 
and the Mowry & Phillips Co., both of Boston, Mi have 
become merged under. the name Of thre \Vimeri n teal 
Gage & Valve Mfg. Co 

Krisco'’s the Place. Associations throughout the cour 
trv are planning their itineraries to the Master Plumber 
National Convention to be held it n Frat ‘ n MW 

















STEEL AND TRON 


New York, April 2 The steel supply is inadequate to 
meet demands and mill output is being allotted by some 
interests Leading producers now. predict sustained 
busine throughout the year, though they do not believe 


the labor situation will continue as favorably as during 


the winter. Expectations of a wage increase grow. Here 


tofore the steel corporation has alway been first in 
announcing advances in wage rates, and the independents 
have uniformly followed There is some discussion to 


the effect that the order may be reversed in the forth 
coming increase It is not likely that the United States 
Steel Corporation will make an announcement until afte: 
the return of Judge Gary from Europe 
Scarcity of Labor 

Labor shortage is felt particularly in tube departments 
blast furnaces and puddle mills, and in some sections of 
Ohio they have been obliged to reduce the number of 
active puddle furnaces owing to the scarcity of men. All 
steel interests in the Pittsburgh district report a shortage 
of men 

Broadening Demand for High Grade Steel 

Indicative of the broadening demand for high-grade 
steel is the announcement of the National Vanadium 
Products Company, of one of the largest sales of iron 
vanadate ever recorded in the steel industry Under the 
terms of the contract the company is to deliver to Shimer 
& Co., Inc., of Philadelphia, 1,500,000 pounds of iron van 
adate, deliveries to begin within sixty days and to be 
completed within eighteen months 

Prices Firm in All Finished Lines 
Prices in finished lines show increased firmness in all 


directions Wire products and strip steel are among 
the latest finished products to feel the effect of advancing 
quotations Tinplate is moving forward to a minimum 
of $5.75 a base box, while some makers are rejecting 


business offered at $6, because of their sold-up condition 
at the present time 

In view of the somewhat unsettled price conditions, 
leading independents are watching their forward obliga 
tions with considerable scrutiny They do not desire to 
be caught with long-time contracts in an advancing 
market, and are therefore holding their commitments in 
check 

Recent Awards of Fabricated Steel 

The largest recent awards of fabricated structural steel 
took place in Chicago For the Straus Building, 9,000 
tons of steel will be required, the work to be divided 
among several fabricators For an addition to the Fair 
Store of that city, requiring 6,300 tons, the American 
Bridge Company was the successful bidder 

Eastern ore operators will probably announce this week 
their prices for this season, and it is expected that an 
advance of at least 50c per ton would be made in the 
Lake Superior district 


J 


» 








Pig Iron 
Competition for pig iron business is so keen in the 


New England district that various producing districts 


are shading prices again to get their share of orders. For 
instance, Virginia iron has sold there recently at $28 per 
ton furnace, whereas the general price is $28.50 to $29. 
Eastern Pennsylvania furnaces have sold at $30, though 
for all other districts $31 is minimum, with one furnace 
naming $33, base 

Prices are firm in the Chicago district at $32. The 
second stack at Mayville, Wis., is now blowing, leaving 
only one idle stack in that district. 

A conservative estimate of the sales, during March, of 
pig iron in the Birmingham market is around 300,000 
tons, which is about 50,000 tons more than the make, 
including basic and merchant iron. This makes the sit- 
nation acute The temptation to take advantage of the 
situation by a considerable advance in prices is difficult 
to resist, and a break by one or more interests above the 





$27 price would not be surprising, even though makers 
say they prefer stabilization to higher prices. Quotations 
are f.o.b. furnace per gross ton: 


Foundry, No. 2, plain, Eastern Pa.....$31.00 @$32.00 
Foundry, No. 2, plain, Buffalo......... 29.50 @ 30.00 
Foundry, No. 2, plain, Birmingham..... 27.00 
Foundry, No. 2, plain, Chicago........ 32.00 
Foundry, No. 2, plain, Valleys......... 30.50 @ 31.50 
NE: MRRUE » tocnin is. Gone es elas ace ee king 31.00 @ 32.00 


Copper 

Copper has naturally been very quiet over the holiday 
period. There was a period of duliness upon the market 
even before the holidays, so the dullness seemed more 
pronounced The London Metal Exchange will not be 
in session until Easter Tuesday, and inasmuch as action 
there has influenced our market of late to a considerable 
extent, there will probably be but few transactions until 
reports from there are forthcoming. Some believe that 
another buying movement will start this week, basing 





this prediction on the increase in inquiries and intimations 
of buying 

Producers have held their prices at 17% cents remark- 
ably well, and copper has not shown the weakness from 4} 
its peak that took place in tin and zine. One reason for 
this is that copper did not advance proportionately as 
high as these other metals and its stability has shown 
the underlying healthful condition of the industry 

Tin 

Domestic tin prices declined about 7% cent per pound 
over the past week and the market was dull all week | 
except on Tuesday, when about 800 tons changed hands 
among traders Spot straits was quoted at 47.75 bid, 
18.50 asked. Tin arrivals in March were at Atlantic 
ports, 8,313 tons; Pacific ports, 334 tons Tin afloat is 
estimated at 9,168 tons 

Lead 

The American Smelting and Refining Company has con- 
tinued to quote its 8.25 cent New York quotation for a 
month, the last change having taken place on March 8. 
Prices in the outside market and those of leading interest 
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are on the same price level. 
consumption is up to recent high rates, except perhaps 
on the part of the makers of storage batteries. New York 
prices are 8% cents bid and 8% cents settling price, spot 
81% cents April. 


New buying is light, though 


Zine 
Zine is now $5 per ton lower than a week ago, when 
it was at its peak of 8 cents per pound, East St. Louis 
The metal is now obtainable for spot delivery at 8.75 cents 
with June metal quoted as low as 7.50 cents. These are 
usually resale lots, however, as producers are firm at 
higher quotations. Inasmuch as there is only a week's 
supply in reserve the protucers are in a good position 
Other Metals 
Quotations on other metals in New York are as follows: 


Aluminum in 50-ton lots, 99% and purer.......... 
Keaeeee [FINDA ewe Kae COE entED 
Antimony, Chinese brands.......... 8.871% cents per Ib 


New York Old Metal Market 
The following prices are current for old metals: 


Buying Selling 
Copper, crucible .......1414 to 15% cents 15% cents 
Copper, 18Rt ....6666% 12 to12% cents 13 cents 
Brass, heavy ......... 8 to 81% cents 9 cents 
OO es 6% to 7% cents 7% cents 
ce ||. eee ree 51% to 5% cents 614 cents 
Cocks and faucets......10 to 101% cents 11 cents 
Somer IOIMtS 2. os. cave 8%to 9 cents 9% cents 
Zine, MEW SCTAD.....4. 5% to 6 cents 61% cents 
Block tin pipe........ 37 to 39 cents 40 cents 


Chicago Old Metal Market 
The following are the current prices for old metals: 


Buying Selling 
Crucible copper ....... 14% to 14% cents 15% cents 
Heavy copper and wire.14 to 1414 cents 15 cents 
LACH CONOET vcs ses ss 12% to 12% cents 13 cents 
OS 11% to 12 cents 12% cents 
Heavy yellow brass.... 8% to-8% cents 91% cents 
Heavy 108G .......00%0% 614%4to 7 cents 7% cents 
e.g re 7%to 7% cents 814 cents 
OG: SOE, xs Siriano sees 6 to 61% cents 7 cents 
Block tin pipe....... 40 to42 cents 43 cents 
NE alate ales ote alah 4%, to 5 cents 5% cents 


IN THE CHICAGO SUPPLY MARKET 

Chicago, April 3 The cold days of the preceding 
month, said to be the coldest March in Chicago since 1888, 
has slowed down many building operations to an appre 
ciable extent, and, as a consequence, has lessened the 
demand for many commodities in the field of sanitation 
This lessening of demand has started various manufac- 
turers looking ahead, thinking they may be able to see 
in the distance the peak of the present demand for goods, 
and various predictions are rife regarding when this peak 
will occur. These predictions, even by men who have a 
broad view of the field, run from six months to two years 

Soil Pipe 

While the demand for soil pipe was less insistent during 
the last week than it has been for some time, orders are 
still being placed in the neighborhood of ninety days 
ahead of actual needs, and it would require much more 
than the present falling off in requests for soil pipe to 
affect the situation to any great extent. The recent wage 
advance has not only increased the cost of production, but, 
as is usually the case, has resulted in less efficient labor, 
curtailing production to the extent of ten per cent in 
some instances. ‘“‘The way I size it up,’’ said William Byrd, 
of the Hammond-Byrd Iron Co., ‘‘the soil pipe industry 
will have all it can handle for the next six months, and 


it will probably be guess work beyond that.’’ Some manu- 
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facturers are confident of good business for the entire vear 
The advance of five points announced March 17 is being 
quoted generally 
Stecl Pipe 
The advance in prices of steel pipe that has been ‘“‘in 
the air’’ for some time has not yet come to earth, but if 
wages in the steel mills go up (and it is expected that 
they will), another force will be added to send the prices 
of steel pipe upward It seems that everybody is antici 
pating a rise in prices, and many such rumors of advances 
have been current Specifications of distributors are 
closely scaled to the average allotments to the individual 
customer, based on a period of years 
Wrought Tron Pipe 
Makers of wrought iron pipe are also indifferent) to 
new business While rumors and predictions of advance 
have been heard, there has been no evidence this last 
week of any such advance There has been no change 
in the general situation 
Knameled Ware 
Enameled ware is one of the commodities that seems 
to have been affected by the unusual weather conditions 
of the last few days of March At least there has been 
a marked lessening in demand in the Chicago district 
Another interpretation, according to one veteran of the 
enameled ware trade, being that buyers say, “What's the 
use, we couldn't get it anyway, so why order it."" Having 
been convinced of the futility of placing orders, except 
those for delivery in the dim future, they have quelled 


» be as contented as they 


their buying fury, and prepose t 
ean under the circumstances The two and a half per 
cent advance in some lines, announced last week, has had 
no echo in the market this week, and has apparently died 
a natural death, although rumors of advances still persist, 
Pottery 

The pottery strike still hangs fire, both sides standing 
pat. There is no market on pottery and the general situa 
tion is unchanged The potteries in the Chicago district, 
although working to full capacity, and not hampered by 
labor troubles, are able to contribute but small relief 

Pipe Fittings 

An advance of five per cent was announced March 31 
on cast iron and malleable fittings and brass valves and 
iron body valves This advance seems to be general with 
one or two exceptions, which concerns, it is predicted, 
will announce this advance within the next few days 

Boilers and Radiators 

There is less optimism among buyers of boilers and 
radiators this week than the week previous It is more 
difficult to get this class of goods than ever before and 
factories are getting farther behind than ever \ grain 
of optimism might be gleaned from the fact that one large 
radiator company has recently taken over two large blast 
furnaces, which have been inactive since 1919, with the 
expectation of producing their own pig iron, and give 
hopes, as a result of this purchase, of increased output 
and, ultimately, a lowering of the present price scale 


IN THE NEW YORK SUPPLY MARKET 


Soil Pipe 
New York, April 3 The demand for soil pipe is pat 
ticularly active just now and while stocks are not heavy 
there is no shortage, and shipments are coming through 
much better than they did a while ago. Prices are steady 
at the last levels, with a tendency to harden 
Steel Pipe 
While there is some delay in shipments of this com 
modity, owing to rail embargoes, the situation is on the 
whole fairly satisfactory. Prices are firm and demand 
is good, with a big spring business assured 








Wrought Tron Pipe 
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\t first the campaign is financed by voluntary 
tt, thre hogan Drain Your Own 
losqi N ip by private interest 
! | i id ha m in uad 
‘ t va Oil companti 
i Hit i i altl i iti e ¢ 
»p itil Vi ) nd 1 inizatiol ke Qu i 
ol of t} f citi nt ith to make | cam 
paign a healtl lrive vith private property ownel doing 
bi 
pon the advice of Col. George Johnson, one of the 
vorld foremost inital engkinee! who had charge ot 
ll the government health program during the world war, 
the city of Kaston, Pa ha decided to revise it method 
of sewage disposal by installing an oxidation process 
plant Kaston ha been instructed by the Pennsylvania 
department of ealth to build the plant at onee and 
ngineers are now at work on plans The oxidation pro 
cess is now in ful operation in Allentown and Phil 
lipsburg, Pa., and in Trenton, No J Kaston will spend 
thout $200,000 on the plant and additional sewers thi 
Contracts for the new sewage disposal plant in Denton 
Pex } ly ! i i d and work Will be tarted at ones 
The plant is to be built in a series of four units, one each 
Veal The initial unit and lines to the plant site two miles 
east of the city will cost about $35,000 About six miles 
of mains will be laid this ye 
Pittsburgh, Pa ha let contracts for $200,000 worth 
f new wers to laid this vear Sewer bonds will be 
old each vear for a like amount of funds until the $1,000 


O00 program voted on recently is completed 
Glen Rock, N. J., will start work within thirty days on 
i $310,000 sewage disposal plant and waterworks pumping 
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April 9 and 10, 1923 Annual convention of Oklahoma 
Master Plumbers’ Association, at Oklahoma City, with 
headquarters at Chamber of Commerce. 

April 12 and 13, 1923 
Master Plumbers’ Association, at’ Little Rock. 

April 16, 17 and 18, 1923.—Annual convention of the 
Associated Master Plumbers of Texas, at Beaumont. 

April 18 and 19, 1923.—Annual meeting of the Na- 
tional Metal Trades Association, Hotel Astor, New York. 

April 23 and 24, 1923.—Annual convention of Alabama 
Master Plumbers’ Association, at Montgomery. 

April 26 and 27, 1923.—Annual convention of the 
Louisiana and Mississippi Associations of Master Plumbers 
and Heating Dealers, at New Orleans, La. 

April 30, 1923.—Annual convention of Georgia State 
Association of Master Plumbers, at Atlanta. 

May 1 and 2, 1923.—-Annual convention of the Colorado 
State Master Plumbers’ Association, at Denver. 

May 2 and 3, 1923.—Annual convention of South Caro- 
lina State Association of Master Plumbers, at Columbia. 

May 3 and 4, 1923.—Annual convention of Florida State 
Master Plumbers’ Association at Orlando. 

May 7 and 8, 1923.—Annual convention of the North 


Annual convention of Arkansas 


Carolina State Association of Master Plumbers, at Winston- 


Salem. 

May 8 and 9, 1923.—Annual convention of the Penn- 
sylvania State Association of Master Plumbers, at Johns- 
town, Pa. 

May 9, 1923.—Annual convention of the Connecticut 
Master Plumbers’ Association, at Bridgeport. 

May 11 and 12, 1923.—Annual convention of Washing- 
ton State Association of Master Plumbers, at Yakima, with 
headquarters at Commercial Hotel. 

May 14, 15 and 16, 1923.—The annual meeting of the 
National Pipe and Supplies Association, in Cincinnati, 
Ohio, with headquarters at the Gibson Hotel. 

May 14, 15 and 16, 1923.—Annual convention of the 
Kentucky Association of Master Plumbers, at Frankfort. 

May 18 and 19, 1923.—Annual convention of Oregon 
State Master Plumbers’ Association, to be held in Eugene. 

May 23-26, 1923.—Annual convention of the National 
Heating and Piping Contractors’ Association, at Drake 
Hotel, Chicago. 

June 11, 12 and 13, 1923.—Annual convention of 
California State Association of Master Plumbers, at Lake 
Tahoe. 

June 15 and 16, 1923.—Annual convention of the 
Nevada State Association of Master Plumbers, at Reno. 

June 25, 1923.—Annual convention of the New Jersey 
State Master Plumbers’ Association, at Atlantic City. 
Annual meeting of the Women’s Auxil 
National Association of Master Plumbers at 
Hotel Breakers, Atlantic City, N. J. 


June 26, 1923 


iary of the 


June 26, 27 and 28, 1923.—Forty-first annual conven- 
tion of the National Association of Master Plumbers, at 
Atlantic City, N. J. Headquarters at the Hotel Breakers, 
exposition on the Garden Pier. 

September 11, 12, 13 and 14, 1923.—The eighteenth 
annual meeting of the American Society of Sanitary Engi- 
neering, in Davenport, Iowa, with headquarters at the 
Hotel Blackhawk 
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COAST COUNTY PLUMBERS AP OAKLAND National Trade Extension Burea mont campaign 
. vill be followed, ad tisit I Is from Domestic 
The Oakland, Calif., Association acted as hosts to the Kngineering’’ will be used nd from time to time drive 
Coast Counties Master Plumbers’ Association at Oakland Will be made on the vario pe iltic handled by the 
on Mareh 24 The guests visited the Better Buildin dealer 
exhibit at the Building Materials Exchange and the plumb 
ing plants of the East-bay and Richmond districts The GEORGIA TRADE EXTENSION BEREAU APPLIES 
men were given a motor tour through the Piedmont Hill FOR CHARTER 
and the women were entertained by the Oakland Ladies 
Auxiliary. The holiday was closed by a midnight lunch at The Georgia Trade Extension Bureau, planned at At 
the Peerless Restaurant The next meeting will be held lanta, has made pplication for a charter ccording to an 
in Watsonville announcement made b -_ rd, exe 
tary of the new organization remy iry off have b 
GRAND RAPIDS ASSOCIATION PLANS YEAR'S ADVER- chosen as follow C.J. Warner, president; Mr. Leonard 
TISING CAMPAIGN executive secretary, and W leKennie ereta and 
treasure! Fhe bureau | meen fort ! and finaneed b 
The Association of Plumbing and Heating Dealer of vholesalet manufacturer nd ret ‘ rf imbit i] 
Grand Rapids, Mich., is conducting an extensive co-opera plies in the Atlanta district it 
tive advertising campaign that is to extend over an entire house, where all questions al tir industry can be 
year Space has been contracted for in the local news handled to the best interest of eve me concerned 


papers, and once every week, on Sunday, in a half page 

space they tell the buying publie of Grand Rapids, of the CONNECTICUT ASSOCETATION ENTPERTAINS UNTON 
advantages of sanitary plumbing and reliable installa REPRESENTATIVES AND STATE OFFICERS 
tions No field is to be neglected in the effort to secure 


the best copy for this publicity \t the present time, what \t a recent meetit of t | field County Maste 

is known as “ethical” advertising is being pushed, and Plumber Association at tamford, Com member 

confidence in the twenty-six dealers who are members of entertained a ruest Kdward | Maton president of 

the association is being sold to the public the Connecticut iste Plumber Association 1 Kd 
Later in the campaign, according to Russell Powers, the ward PL Dunpl ecretary of ( 
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The Annual Banquet of the Maine Master Plumbers’ Association, Held at the Falmouth Elotel in’ Portland, Maine, in Conneec- 
tion with the Recent Annual Convention 
18) 
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Blake Quality Floor Drains 


Made Right—Priced Right 





He900 
2” Back Water 
H 950 
2” Plain 





H-400 
2” Backwater 
H 500 
2” Plain 


We manufacture an extensive line 


the above illustrations show only 
leader The are all inspected and tested bef 
leaving our factory None made 
Can furnish any drain with polished brass strainers 
or outlets tapped for iron pipe 
All f ir floor drains are fitted 
with ir new lock type straimers 
which a neat fit and keeps 
strainer attached t body so it 
wnnot become misplaced, broken 
r lost 
When your jobber furnishes Blake 
products, he give i the best he 
an bu 


Blake Specialty Co. 
Rock Island, Ill. 
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Sturdy Construction 


Hammond Radiator 
Valves are built for 
service. They embody 
all the necessary fea- 
tures that make a per- 
fect working 








Hammond Brass Works 


Hammond, Indiana 


MOE SHU Le PL LL LL 


Meer SU Ue LULU SHOT Lee eee vel Ul lel 


They will not 
leak or cause 
trouble. Stay 
on the job. 


Made in standard 
patterns for steam 
and hot water. 

Get them from your 


jobber. Specify the 
Hammond Line 
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They also invited Local Union No. 311, who sent a 
delegation of two members, President Golden and Mr. 
Leery, business agents of this union. This was to cele- 
brate the good will that exists between the journeymen 
and masters in that locality “And it shows what can 
be done, when both sides play che game fair and square,” 
says W. H. Fischer, secretary of the Fairfield County As- 
ociation 


CINCINNATI MASTER PLUMBERS BOOST CANDIDACY 
OF JOHN J. VOGELPOHL FOR VICE-PRESIDENCY 
OF NATIONAL ASSOCIATION 

Cincinnati master plumbers are making extensive plans 
for their attendance at the forty-first annual convention 
of the National Association of Master Plumbers, at Atlan- 
tic City, N. J., June 26, 27 and 28 More than fifty mem- 
bers of the local association have declared their intention 
of making the trip jen Lewe, plumbing dealer, of 2044 
Maple avenue, Norwood, Ohio, is chairman of a committee 
that has been organized to boost the candidacy of John J. 
Vogelpohl, of the John J. Vogelpohl Co., 4156 Hamilton 
avenue, Cincinnati, for the vice-presidency of the National 
(Association. 


HEADS NEW NATIONAL ASSOCIATION 

Professor Joel Eastman, recently made head of the 
College of Cultural and Economic Arts at Valparaiso 
University, Valparaiso, Ind., is also the organizer and head 
of a new association that is expected to have a great 
bearing on the education of boys and young men going 
into plumbing and other trades and crafts. 

This new association is to be known as the National 
Association for Creative Education. “Its sole aim,’ to 
quote Prof. Eastman, “is to establish a system of education 
whereby every man will have a fair opportunity to earn 
his own education.” 

The course in plumbing at the university, is one of the 
direct evidences of the application of the movement to the 
everyday walks of life. Professor Eastman has been 
promised about twenty-five boys to start the September 
term, by the Indiana Society of Sanitary Engineers. 
PLANS LAID FOR TRADE SCHOOL AT READING, PA. 

Reading, Pa., will soon see the establishment of a 
building’s trade school, if the present plans of the Read- 
ing Building ' 

It is the intention of the Trades Association, through 


Trades Association are carried out. 


co-operation with the local school authorities, to establish 
in that city a trade school, where the young men of the city 
may learn plumbing and other building trades. 

While the plans are not complete, it is believed to be 
an assured fact that such a school will be established in 
the near future, possibly at the opening of the fall term 
this year 


The booth of the Master Plumbers’ Association of Wich 
ita, Kans., which has been a feature of the Own Your 
Home show held in that city recently, attracted a great deal 
of attention. It was a very complete display of plumbing 
fixtures and cost fifteen hundred dollars 

The Ladies’ Auxiliary of the West Side Club of the 
Detroit Plumbing and Heating Dealers’ Association, will 
give a dinner-dance at Althea Gardens in Detroit on 
April 17. 

Rock Springs, Wyo., citizens will realize a long cher- 
ished hope this summer, when a public swimming pool, 
now being constructed, is completed. 
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ENGINEERS MUST HAVE STATE LICENSES AFTER 
MAY 6—STEAM FITTER WHO WORKS ON LARGE 
OFFICE BUILDINGS OR INDUSTRIAL PLANTS 
AN “ENGINEER” 

The Heating and Piping Contractors New York State 
Association has sent out a reminder to its members that 
under the state law, all engineers are required to have 
licenses after May 5, next This legislation was passed 
at Albany on May 5, 1921, but two year grace Wa 
allowed. 
contractor 


The point as affecting heating and piping 


is that there has been considerable doubt regarding the 


meaning of the word “engineer” in this connection, and 


whether members of this association could qualify for the 
title The argument put forward by the association wa 
that while a steam fitter making installations in small 
homes and stores might be classed as a mechanic, the man 
whose activities were concerned with large modern. office 
buildings and industrial plants might reasonably claim the 


status of an engineer. This view was finally accepted by 
to the extent of conceding that each 
\pplica 
tions for blank forms must in the first place be made to 
H. J. Hamitton, State 


University of the State of New York, 


the state authorities 
application should be considered on its merit 
nent of Education for the 
Albany, N. Y., and 


the subsequent decision will be made by the Board ot 


Departt 


Licensing for professional engineers which include thre 
following Charle A. Hooker, Hooker Elec 
trical Chemical Work Niagara Falls, N. ¥ chairman 
Barbour, 39 West 39th street, New York Citys 


members 


Perey E 
vice-chairman; H. G. Reist, General Electric Companys 
Schenectady, N. Y secretary and W. G. Eliot 1 West 
54th street, New York city; and M. Palmer, Hastman 
Kodak Co., Rochester, N. ¥ 

The circular sent out by the Heating and Piping Con 
Association stresse the 


tractors following point That 


in making application for licenses, the applicant should 
be careful: 

(1) That his experience be given in detail and in such 
a way as to show progressive steps from his entry in the 
industry to his present position of responsibility 

(2) That his reeord should clearly show that he ha 
held a position in which he has been responsible for real 
engineering work for more than a year 

(3) That his record should contain an actual account 


of engineering work done, such as, under designing, that 





Delegates from Muneie, Ind., Attending the Annual Conven- 
tion of the Indiann Society of Sanitary 


Recently in Evansville, 


engineers, Held 
” 


ind.—E rom “Domestic KMogineering 
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2,800 Worthington Burners 
—— Dealers Have Been Appointed In 
200 Principal Cities— Now 
Beginning Seventh Season 
Worthington dealers are scattered from 
é =z rp | Coast to ci ast. Homes of citizens in In- 
R dianapolis, Toledo, St. Louis, Kansas 
‘ 4 t City, Des Moines, Providence, Bridge- 
ph ; port, Omaha and other progressive cities 
f yea re being heated witt lin 
j } are being heated with oil used in Worth- 
-" ~ +, ington Burners. 
= The Worthington is a practical gravity 
xT | burner, built to use 38 to 40 distillate. It 
ee £ fo | is installed in large stoves, furnaces and 








Steam and hot water plants. Simplicity 
marks its principle of combustion by 
lintog Which oil-gas is mixed with pre-heated 
 ? dry o ua before same air in just the correct proportion to se 


rea ombustior 


hamber cure the utmost economy. All heat is 


Seven Points 


2 Gas injected into com- directed immediately to the side walls. 
bustion chamber of 
@ 5 Installation is quick and simple. Burner 


is made of sturdy material built to last 


Exclusive Dealers are now being ap 


4. a “pointed in cities 
resentation. The margin of profitis ex 


More thar burner 
Be 1 Greater Kansas city, tremely liberal 


where we have norep 





Sales — in the form 





w lealer r . 
pal cit of tl acd of new spaper adverts ing is given. Com 
Largest gr si! bur ple installation and sales inst tions—the 
6. ner mpar elling ex result of6 years’ experience  g e the dealer 
elusive through git 
imate dealer channel If you want t join the dealer ganization 
Have been t ating trom ofan old and nservative il t ner " 
7 o 1 00} fc x pire write u : da Dealer price ted 
a i r m ! 1 I 1 
year ) 


WORTHINGTON 


Oil Burner Company 


216 EAST 13th STREET - KANSAS CITY, MO. 








| A Return Trap That 
| Insures Against 
Boiler Damage 
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O-E Specialty Mfg. Co. 
10 Keefe 


, Avenue 
i Milwaukee, 


Wisconsin 

















Water 
Won't 


Accumulate 


WithaPenberthy Auto 
matic Cellar Drainer 
on the job, water can 
not accumulate and 
cause damage. Thou 
sands in use in scale 
pits, elevator pits, ho 
tels, apartment houses, 
office buildings and 
factories, throughout 
the country 








Penberthy Injector Co. 
Established 1866 
1244 Holden Ave. 


Canadian Plant, Windsor, Ont. 





Detroit, Mich. 











Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Are mechanically correct 

















figured heat losses, computed radiator sizes, pipe sizes 
nd specified boilers jrew specifications, ete.; and that he 
ha ictuall superintended the installation of certain 


lhe association urges upon its members that too great 
phasis eannot be placed upon thus detailing clearly 

nzineering experience of the applicant if he wishes 
orable consideration of his application by the State 


Roard of Licensing 


INDUSTRY NOT ORGANIZED TO LOOK AFTER YOUNG 
WORKERS 


Robert O| Small, director of vocational education in 

achusett was the principal speaker at the regular 

nonthly supper and meeting of the Lynn Master Plumb 
el Association on March 28 

Mr. Small expressed the belief that the great majority 

if female teachers know but very little of the work of 

vorld and that, for this reason, they cannot interpret 

the vouth the real demands on young men who leave 

chool at an early age to go out into the world to make 

their own living, and, because these conditions exist in the 

public school system of today, there is a need of more 
ocational and trade training schools 

He tated that industry is not organized to look after 
the voung workers, but that the time is ripe for employers 
of voung men to recognize the fact that they have some 
thing at stake in the matter of taking care of the working 
hovs aside from their financial gain 

The suece of your city,”’ Mr. Small stated, “depends 
ipon the skilled man more than upon anyone else and, in 
order that the city, state and country may succeed, young 
nen must be trained in some skilled craft.” 

President George KE. Ryan presided over the meeting, 
und after Mr. Small’s talk many of the members had ques 
tions which were answered by Mr. Small as to how they 
‘the members) were to go about the matter of starting 
a plumbing trade school in Lynn 

Just prior to Mr. Small’s address Elmer S$. Stack, of the 
Riverside Boiler Works, Cambridge, Mass., distributed a 
chart showing the comparative cost of heating water with 
coal and gas in quantities from 30 gallons to 290 gallons 

President Ryan announced that on April 11 members 
of the association would have a joint meeting with the 
irchiteets and jobber On April 27th they will have B 
Joseph O'Donnell, of the National Trade Extension Bureau, 
is their speaker. On May 1 they will hold a meeting with 
the gas company to prepare for a selling campaign on 
vater heaters to start May 9. 


HAVE YOU SENT IN: YOUR SLOGAN? 


\ good many slogans for the slogan contest, inaug 
urated by the Heating and Piping Contractors National 
\ssociation, have been received Have you sent yours? 
Fifty dollars is offered by the association for the best 
logan and fifty dollars for the best suggestion for a 
trade mark You do not need to be an artist to submit 
in idea for the trade mark \ crude sketch will do so 
long as it conveys the idea you have in mind 

Competitors should use paper eight and one-half by 
eleven inches in size, which is the size of paper regularly 
used in business and the name and address of the com 
petitor should be written on the upper left corner of each 
heet submitted You may send in as many suggestions 

vou like, but put each suggestion on a separate sheet 


Mail vour suggestions to “Domestic Engineering,’ 1900 
Prairie avenue, Chicago The envelope should also bear 


the words “Slogan Contest 




















7 
j ] a, 
. oe 
ULUTH, Minnesota, get on to the Batl 1 Dav map 
this week in very big letter At the Builder 
show, held this week, and attended by thousand 
one of the outstanding booth was that of the Dulutl 
Society of Sanitary) Engineer The entire display wa 


a Bath a Day display 


To attract the publie the Society used Bath a Day 
signs, posters, sticker buttons and balloon Then, having 
attracted the multitude, the Society gave to the interested 
copies of “The Story of the Bath On the back cover 
of each copy were the word Compliments of the Dulutl 
Society of Sanitary) Engineer Your Plumber Duluth 
Minn.” 

This Society is doing thing ind if the population 
Duluth way isn’t impressed with the value of more fre 


quent bathing, it will not be the fault of the plumber 

Here is something to think about The Duluth Society 
has put to good use five thousand and one hundred ecopic 
of “The Story of the fath.”’ The storv is in the chool 
in the homes, in the minds of the people 

Duluth furnishes a good lesson And the lesson 
this: When we do a thing, do it well go the limit 
and then great good will result 


The Bronx Branch of the Manhattan Association of 
Master Plumbers has put “The Story of the Bath’ into 
the schools of Flushing, New York After the uperit 
tendent of schools had read the tory he vas delighted 


with it, but, being modest he asked for only 100 copi 


Knowing that the Flushing schools could use more copic 


to good advantage, John F. Roget the secretary of the 
association, offered 200. and oO 200 are now being read 
by the pupils And through this reading the gospel of 


bathing is being carried into the home 
S. C. Sether, plumbing and heating man at) Slaytor 


Minn., has printed in red letters on his letter heads the 


slogan, “A Bath a Day Keeps You Fit Every Way.’ Hi 
motto is, “Let none escape 

Through the courtesy of Fred H. Sehulze. the teacher 
and pupils of the schools and members of the Rotary club 


of McAlester, Okla., are reading “The Story of the Bath.” 


ST. JOSEPH MASTER PLUMBERS ELECT OFFICERS 


At a recent meeting of the St Toseph \lo Mastes 


Plumbers’ Association the following officer were elected 


(. TL. Kennedy president KE. C. Cook, vice president W 
\ tarber, treasure! H. J. Enright ecretary Rk. M 


Jackson, C. P. Farrell and Robert Nearhood,. trustes 


John P. Cleary, Sr., Called by Death 
John P. Cleary, Sr., founder and senior member of the 
plumbing firm of J. P. Cleary & Son Ph25 Kensington 


\venue, Philadelphia, died at his home in that eityv o7 


Mriday, Mareh 30 Mr. Cleary had been engayved in 
plumbing business in Philadelphia over forty ven) and 
e was an active and highly esteemed member of the 


hiladelphia Master Plumber \ssociation 


Life 

















The 


“Little Giant © 


Wrench Is Here 
to Stay! 


Every one of the thousands in 
use is arousing the envy of pipe 
fitters who have not yet been able 
to procure one, and are obliged to 
use the clumsy old fashioned wrench 


If your supply house has not yet 
stocked the “LITTLE GIANT’ 


Wrench, write direct to us and we 


will see that you get one right away 


Have You Got a Camera? 


We will pay $15 for the best, $10 for 
the second best and $5 for the third 
best photograph of the LITTLE 
GIANT Wrench in us« The contest 
loses June 1, 1923, and we will pay in 
vidition $1 for every photograph a 
cepted before that date 

Address your photos to the “Contest 
Editer,’” GTD Corporation, Greenfield 


Mass [The winners’ names will be 
announced in_ these olumns during 
June. 


Open to everybody, no limit to num 
ber of photos that may be entered by 
any one person. Any photos not ac 
cepted will be returned when accom 
panied by proper postage 

Get busy—Win a prize 
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_ APPRENTICE AID PLAN BY MASTER PLUMBERS OF 
WILMINGTON, DEL. 


The Master Plumbers of Wilmington, Del., plan to give the 


ipprentice boy a real opportunity to learn the trade in all 


its branche Realizing the need for better training facilities 
for apprentices, the master plumbers at a meeting held last 
veek in the office of the Manufacturers’ Association, adopted 
i plan presented by the committee appointed last year, con 
ist of Fred Gawthrop, H. F. Mellon, Frank Escott and 
\. Bo Anderson, representing the Vocational Department 
of the Wilmington Publie Sehools The plan provides for 
CO-Ope irrangement between employer, apprentice 
ind the chool 


\ high seale of wages has been adopted by the associa 
ion in order to induce the best type boys to enter the 
ide Since success in the plumbing trade depends to a 
considerable extent upon physical fitness, as well as gen 


eral intelligence, the apprentice first must have had at 








l ta grammar school education; second, must be physi 
cally able to undertake the work; third, must be 16 years 
| of age; fourth, must be mechanically inclined All boys 
vill be taken in under a period of six months’ probation 
vith the understanding that at any time during this period 


A Clever Combination of apprenticeship the boy may be dropped, should it 


develop that he does not meet the minimum requirements 


\ committee will be responsible for keeping a boy in 


—Beauty 
—Quality 
—Durability 


, 
lhe Haves Tank 1s rapidly ovel | time, with pay of $8 a week, with the apprentice alternat 


employment until his training is completed, and will also 


be in a position to make changes in the boy’s employment 


where necessary in order to give him a complete, practical 


experience The plan adopted was a co-operative half 





| 
omuing the pre judice and objec ing every week between school and employment for two 
tions toa “Composition” tank that | vears, and four hours a week of class instruction two years 
formerly were so prevalent in the In employment the apprentice will be given work to cover 
trade. It is now sold and us¢ d In ill branches of the plumbing trade 


very state in the Union 


Being made of Ruppelite, a ma 
terial that resists successfully all 
temperature extremes from. ice 
cold to boiling hot it absolute ly 
will not swell, bulge or becom 


THE NEWS LEAKED OUT 


In view of the fact that the amount of talk about the 
apprentice problem is out of all proportion to the actual 


amount of work done, or encouragement given to projects 
distorted nn the slightest degree 


The Hayes Tank 


IS plain and pleasing in design 


in this line, it is refreshing to note what H. P. Martin 
& Sons, of Owensboro, Ky., have recently done Although 
they apparently tried to keep it a secret, the news recently 
leaked out 


The ive es » » } if : or 7 “¢ » so 
with a beautiful. permanent, ric h They have presented each of a number of trade schools 


white finish, highly polished. A 
lining of pure bituminous felt in 
sures against sweating. [he trim 


with one of their Martin portable vise stands and pipe 
benders, for the use of the students C. F. Martin made 
this offer to a limited number of schools to encourage 


mings used are the finest obtain this work, and to set an example that might well be fol 


able 
Descriptive literature supplied 


onrequest. Your jobber will be 
glad to quote you prices 


lowed by many other concerns in the field of sanitation 

Some of the schools that have received these portable 
ise stands and pipe benders are as follows 

Valparaiso University, Valparaiso, Ind 

Citizens Committee School, ¢ I.. Bailey, Director, 500 
Throop St., Chicago 


Hayes-Ruppel 
Manufacturing Co. 


Ottawa and Louis Sts. 


lowa State Master Plumbers’ Apprentice School, Sioux 
City, Iowa 


Isaac Delgado Central Trades School, New Orleans, la 


Johnstown Publie School Dept. of Vocational Educa 


Grand Rapids, Mich. 


tion, Johnstown, Pa 





Wm. Hood Dunwoody Industrial Institute, Minneapolis 

Publie Sehools of Akron, Director Trade Extension 
Dept Akron, O 

David Rankin It School of Mechanical Trades, St 
Louis, Mo 
Vocational School, Atlantic City, N. J 


Peay 
»Oy> 





} Industrial Education, Public Schools, Board of KMduca 


- a — tion, L. W. Fox, Director, San Antonio, Texas 
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NEW BUSINESS VENTURES 


John A. Koski has recently engaged in the plumbir 
busine in Nashwauk, Minn 

Greshler Bros. engaged a short time ago in the plumbing 
and hardware business at 663 and 665 Fifth avenue 


Brooklyn, N y 

The Brasher-Haralson Hlardware Co., which has opened 
# new hardware store in Dardanell Ark will maintain 
au plumbing department 

The plumbing busine of Rappanier Bro Ine ha 
been incorporated in Catonsville, a suburb of Baltimore, 
Md., with a capital of $10,000, by Edwin W., Frank R 
and M. Rappanier 

The Macon Plumbing & Heating Co. has been incor 
porated in Macon, Ga., by Ek. Julian Peacock, A. B. Lee 
and others 

R. J. Graef, Inc., 1048 Beaubien street, Detroit, Mich., 
has been incorporated with a capital of $18,000, to install 
heating systems and do a steam fitting and sheet metal 
business 

W. Hf. Legg has engaged in the plumbing and hardware 
business in Elkhart, Kan 

Remley & Olson, of Moorhead, Minn., have been incor 
porated with a capital of $50,000, to engage in the plumb 
ing and hardware busine Incorporators are G, kK. Rem 
ley A.C. Munn and othe 

The High Point Plumbing & Heating Co. has been in 
corporated in High Point, N. C., with a capital of $50,000, 
by W. G. Cranford, P. E. Swain and J. A. Smith, all of 
Winston-Salem 

Rega Brothers have opened a heating and roofing estab 
lishment at Mt. Pleasant, Ia 


The Sullivan Plumbing & Heating Ce 63 


S Equitable 
Bldg., Baltimore, Md., has been incorporated with a cap 
ital of $25,000, by H. Kent MeCay, Wm. P. Sullivan and 
Harwood Miller 

The Welch Plumbing & Heating Company has been 
incorporated to do business at Welch, W. Va 

The Chico Plumbing Company has started in business 
at 5038 Fifth street, Chico, Calif The proprietor is kd 
Stavert, who installed the plumbing and heating systems 
in the Bidwell dormitory at the state teachers’ college 

The Petaluma Plumbing & Sheet Metal Works ha 
started in business at Fourth and C streets, Petaluma, 
Calif The members of the company are Fred Kurtz, A 
J. Srief, of Sacramento, and M Albers, of Monterey, who 
were formerly in business at Sacramento and Monterey 
Calif 


John H. G. Fraser and James H. Hamilton have formed 


N 





Delegates from Inddannapolis at the Convention of the Indiana 
Seciety of Sanitary Engineers, Held Recently in’ Evansville, 
Ind.—Prom “Domestic Engineering” Photo 
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“Connect 
with Webco” 





on same plane. 


E VERY plumber who uses Webco Ground-Joint 

Unions knows their immense superiority over 
the ordinary gasket union. They assemble quickly, 
remain leak-proof, and eliminate the gasket nui 
sance. The built-in wedge-shaped bronze seat 
assures a connection that stays put 


Plain galvanized, or plain flanged 


Sizes and prices given in Webco Folder 


The Warren Tool and Forge Co. 


319 Griswold St. Warren, Ohi | 
b 








Brass Goods That Make Good 


everywhere they are installed 


TRENTON 
Boiler Couplings 





Made in styles suitable 
for all kinds of boilers. 
We also make the “Tren- 


red’—a heavier coupling of 
red brass. 


The Trenton Line of Plumbers’ Brass Goods 
is carried by all jobbers. 


The Trenton Brass & Machine Co. 


Trenton, New Jersey 




















66 99. 
Perfect in Name 
and in Performance 


Our N ] L I 


Tank lustrate 


Tank ©& Seat Co. 


F NEW YORK>= 


———Perfec 
ACT 


SYRA 








TOU SSH CMON SI SHU enU tele Les 


: The Climax 





Cellar 


Drainer 


3 
. 
2 





Why use uncertain and costly water- 
proofing of cement, asphalt, tar, etc., 
when the CLIMAX Cellar Drainer is so 
positive, dependable and inexpensive? 
The CLIMAX is usually installed in the 
end; why try something else in the be- 
ginning ? 


See TU @ LELLLLLELL Lo @ LLL 





“Eeative 3 pee 
EEOLIV ERS SEED 


BALTIMORE MO 


Rialto Building, Deekum Building 
Pacific Coast Agents: San Francisco, Cal. Portland, Ore 


Wm. P. Horn Co Kerchoff Building, L. C. Smith Building 
Los Angeles, Cal. Seattle, Wash. 
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! of the Fraser-Hamilton Co 
! mduct a plumbing, heating 
l open offices and show 


1S Hi treet in that citv on April 10 Mr 
dott plumbing business with George 
been associated 
(Toole Brothers Co., of Clinton Mr. Fraser will 
nd sheet metal department 
president of the 
ventilating contra 


ently resigned the presidency of 


imself in busine with offices 

\\ in eet, Boston He will con 
ntracting and engineering 

1 Westphal Co. has been incorporated to con 


Angeles, Calif 


\ He Company Fulton street, Jamaica, 
\ ha ist been incorporated 

City Plumbing Co. ha tarted in business at Lin 

} Fred Olson und James Maher are at the head 
’ 

(. O'Brien, formerly a member of the plumbing 

firm of O’Brien Bros., of Oil City, Pa., has 

plumbing nd heating business on hi own 

kein in cit 


Starkey and B. P. Roney have purchased the plumb 


} of King Peters at 217 Scammell street, Mari 
{) 
New Haven Plumbing & Heating Co., formerly of 
\ y H Conn., has moved to new 
t 60 Svivan avenue in that city 

rho J Sheehan Co. has moved its plumbing and 
ine from 1428 Olive treet, St. Louis, Mo., to 

() I t hat eit 
Rtoss-Chase Company, for many vears in the heating 
pipet contracting business at 263 Summer street, 
( beer ucceeded by M. E. Chase, a 


ember of the former firm, who will carry on the business 


me addre under his own name W. B. Ross, 


company, has with 


nanyv veal enior member of the 


iwn from the firm and retires from active business. 


in, of Fond du Lae 


Fischer Heating Co., of Tenn., has just 


i from its old location on South Third street to its 


Viemphis, 


building at 367-369 Adams avenue, which is one 


ndsomest pla f this kind in Memphis 


CLean & Cou is Co., heating and ventilating con 
ome Vveat located at 204 Purchase street 
n have removed to new and larger offices at 65 


dier street, in that city. 
partnership of Edward F. Thom and William Bres- 


Wis., has been dissolved The 


iness hereafter will be conducted by Mr. Thom 


& MacNeill, dealers in heating specialties at 107 
treet, Boston have removed to larger quarters 

Washington and 17 Avery streets, in that cits 
Frank Scherer, of Ironton, Ohio, has bought out the 
brother in plumbing business of Sherer 
and will henceforth operate this business 
} 


his own name, and he also has opened a branch 


firm of Greeson & Joughin at Tampa, Fla 
Joughin & Chaires 
Detroit 


6406 Michigan avenue Mich 
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has purchased the plumbing and hardware business 
Louis Goldfaden 

Albrecht Bros., Kewanee, Ill have purchased the 
plumbing, heating and electrical business of R. N. Willer 
at Charles City, la. 

John F. Cabeen, Salem, Mass., has moved his business 


to S81 North street in that city. 


OAKLAND BUILDING EXPOSITION FEATURES 
PLUMBING ENHIBITS 


After months of preparation, Oakland's “Better Build 
ing Show’’ was opened March 22 for ten days, at 1424 
Franklin street, in that city 

The exhibit was arranged under the direction of a com 
mittee of fifteen, and showed new inventions, new designs 
and artistic effects in building material and plumbing 


KFFECTIVE “HEAT BY RADIATOR" ADVERTISING 

The Morgan Plumbing & Heating Co., the West Vir 
ginia Heating & Plumbing Co., Alfred O. Lee and the 
Adkins Plumbing & Supply Co., and the Kanawha Valley 
Plumbing & Heating Co., all of Charleston, W. Va., were 
exhibitors at the Fuel Gas Exhibit held at Charleston last 
week An effective feature of their advertising was a 
circular bearing twenty-two slogans or reasons why “You 
should heat by radiator,” taken from a recent issue ot 


“Domestic Engineering.” 
CONTRACTS AWARDED 


The Sanitary Plumbing & Heating Co., of Muscatine, 
Iowa, has the heating and plumbing contracts on the 
Baptist church, the Y. W. C. A. building and the Bilkey 
apartments, in that city 

W. H. Scamman, of Friend, .Nebr., has been awarded 
the plumbing contract on the new Catholie school to 
be erected in that town, 

Dan O. Whitney, 4329 Franklin street, Omaha, Nebr 
has the plumbing contract on twelve dwellings being 
erected by A. O. Gustafson in that city W. G. Elasser 
1921 South Eleventh street, Omaha, has the heating con 
tract on these houses, 

Schollman Bros., 4114 North Twenty-fourth § street, 
Omaha, Nebr., have the plumbing contract on eight dwell 
ings being erected by the Grove Hibbard Co. in that cits 

The Johnson & Christensen Co., Cedar Falls, lowa, has 
the plumbing and heating contract on the Old People’s 
Home in that city. The contract amounts to $7,200. 

The Wilson Plumbing & Heating Co., of Washington 
Iowa, has the plumbing and heating contract on a school 
building at Cambria, lowa, a $9,895 job 

Wm. Boyce, of Grinnell, Iowa, has the contract for 
heating, plumbing and electric wiring in a school at 
Searsboro, Iowa. The contract amounts to $9,788, 

M. F. Banzhaf, Marshalltown, Iowa, has the plumbing 
and heating contract on a school at Edgewood, Ia., at 
$9,547. 

Muirhead & Murhard Co., Portland, Ore., have the 
plumbing contract, and Rushlight & Hastorf have the heat 
ing contract on the Shriners’ home for crippled children, 
being erected in that city. 

Lee Rogerson, Houston, Tex., has the plumbing con 
tract and the Dixie Heating & Ventilating Co. of the 
Same place the heating contract on the $250,000 Masonie 
Temple to be erected there. 


William Boyce, Grinnell, Ia., has secured the plumbing 








LAVIGNE 


PACKLESS STEAM 
RADIATOR VALVES 


< L. 


O THE steam fitter who 

prides himself on the per- 
fection of his heating installa- 
tions, radiator valves are of the 
utmost importance. Upon the 
valve operation depends, to a 
great extent, the success of the 
whole heating system and 
many an otherwise perfect job 
has been spoiled by the use 
of poor radiator valves. That 
is why Lavigne Packless Quick 
Opening Steam Radiator Valves 
are the first choice of those 
who know. 


Leak proof, fool proof and at- 
tractive in design, these fa- 
mous “‘built right, to stay 
tight’ valves have _ proven 
themselves best for Vapor, 
Vacuum, Central Station and 
Low Pressure Heating Systems 
over a period of fifteen years. 


Try them out on your next job. 
Your jobber can supply you. 


Also manufacturers of a complete line of 
high grade Steam and Hot Water Radiator 
Valves in all standard sizes and pattern 


OMMONWEALTH BRASS 


CORPORATION 
DETROIT 


Branch Offices San Francis¢ 
New York 
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Mr. Plumber 


DON’T YOU 
KNOW — that REAL 
SERVICE is remem- 
bered LONG AFTER 
the bill is paid and 
forgotten? 


unin ettttttits ths 


That is why after 
you have installed a 
UNIFLOW DOMES- 
TIC WATER SYS- 
T EM, the customer's 
satisfaction with the 
PERFECT working of 
the outfit is all he 
thinks of, and is sure 
to recommend it to his 
S friends and neighbors 


AND NO WONDER. 


Quiet running —per- 
fect lubrication, which 
increases the life of the 
pump, and cuts repair 
costs, and then a 
CONSTANT saving in 
power bills 


WHY SHOULDN'T 




















he be pleased with it? 
None other can compare with the UNIFLOW. 


When remodelling or building, for YOUR OWN PROFIT 
and SATISFACTION, INSIST ON UNIFLOW PUMPS. 


Plumbers Investigate 
Uniflow Pump & Mfg. Co. 


427 Valley St., Tel. East 47 Dayton, Ohio 
Mee rT 


YORK HEATERS 


For Steam 
and Water 
Warming 








The result of 
more than eighty 
years experience 


Made in 
round and square 
patterns in sizes 

and capacities 
for every 
requirement 


Conservatively 
rated 


The round boilers 

will be furnished 

with rocking and 

dumping grates 
if desired 


Established 1840 


| ABENDROTH BROTHERS 


Port Chester :; New York 
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RING 


ind heating contract for the consolidated school at 
irsboro 
W. A. Watson, Greensburg, Ind., has been awarded the 
imbir } tin nd sewerage contract for the Schuyler 
Colf Miemorial Dormitory to be erected at the state Odd 
rellow grounds at Greensburg 
Johnson-Christenson Company, Cedar Falls, la., will 
nstall the pl bing and heating apparatus in the addition 
ot Western Old Peoples’ Home at Cedar Falls 


fhe National Heating & Ventilating Company, of Wau 


1, Wi and Albert Brandt, Amherst, Wis., have been 

irded the heating and ventilating, and the plumbing 
contracts, respectively, for the new Amherst High School 
suilding 

The livnds & Curtin Plumbing & Heating Co., La Salle, 


lil., has received the plumbing and heating contract on 


the addition to St. Margaret's Hospital at Spring Valley. 
The Hufiman-Wolfe Co., Columbus, Ohio, has been 
iwarded the plumbing contracts on three public schools 


at Columbu 


Ashland, Ky., has received 
hotel at Mt. Sterling, 


Plumbing Co., 
the 


The Fast End 


OO contract on $100,000 


‘ 


the 


school at Terre 


Haute, Ind., have secured 


St. Patrick’s 


Prox & Burget, Terre 


plumbing contract on the new 


Haute 
install the 
Pa. 


Kverets & Overdeer, Lancaster, Pa will 


heating pl 
William the 
for the 


even hundred thousand dollar veterans’ hospital at Gulf 


Gibbs Building at Columbia, 


Ala., 
the 


int in the 


Wilby, of 


the 


Selma, has been awarded 


contract installation of heating system at 


port Mi 


The Rautman Plumbing & Heating Co., 109 Jackson 
treet, Seattle, Wash., has been awarded the $100,000 
contract for the installation of plumbing in the new $2,- 
00,000 Dexter Horton building, to be erected at Third 

enue and Cherry street, Seattle. Hugh Phelps, Arcade 


building, Seattle, has the $110,000 heating contract on 
the ime building 

The [deal Heating Co., 187 Madison avenue, Memphis, 
! recently started on the heating contract on the South- 
ern Methodist Chureh, at Cooper and Union avenues, in 


Thi 


Galloway Me 


also doing the heating on the 
Walker 


that city company 1s 


morial Church, Cooper and streets, 


which is nearing completion 


The Fischer 


cently been awarded the 


Heating Co., of Memphis, Tenn., has re 


contract for the installation of a 


team heating system in the Winkleman Baking Co.'s new 
bakery on Madison avenue in that city The structure will 
cost about $275,000 


Antonio, Texas, have received a $10, 


the 


Saigh & Co., San 


14.50 contract for extension of the Cameron, Texas, 
sewer system 
Fredericton, N. B., are 


the 


Ltd ol 
and heating 
John, N. B 

included in the modern equipment of 


Son 


R. Chestnut & 


installing plumbing systems in new St 


Peter’s school, St Ten shower baths and a 


swimming pool are 


the school 

The Ideal Plumbing and Heating Co., of Tulsa, Okla., 
has the contract for the installation of a vapor heating 
ystem in the new Masonic Temple at Tulsa, Okla The 
Kleetrieal Contracting Co., of Tulsa, has the plumbing 


eontract 


J. L. Heath & Co., of Tulsa, Okla., is installing plumb 
ing and heating systems in the new 600-room Mayor 
Hotel, now under construction in that city. The contract 


amounts to $306,000. 
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F. J. Donnelly, San Francisco, Calif., has secured a 
$54,406 contract for the heating work in the new high 
school at Santa Barbara 

William B. Hayes, Atchison, Kans., has been awarded 
the $14,000 plumbing and heating contract for the new 
Blair Mill. 

The D. R. Black Company, Duluth, Minn., 
heating and plumbing work on the new St. Louis county 


will do the 


jail 
Max Tisch and the Wausau Plumbing & Heating Com 
pany, of Wausau, Wis., 
work, respectively, on the Elks Club building 
Frank Ackerman, Hackensack, N. J., 
plumbing, heating and metal work on the Englewood 


will do the plumbing and heating 


is now doing the 


Country Club, Englewood, N. J. 

The Hipskind Heating & Plumbing Company, Wabash, 
Ind., has secured the heating contracts on the Franklin 
and Jefferson schools at Logansport, Ind 

Ben Robinson, Pine Bluff, Ark., has been awarded the 
plumbing and heating contract on the C. A. Dunning home 
The consideration is $15,000. 

R. L. Oman & Son, Newport, R. L., has the heating 
contract, and Ray B. Wilson, Jr., of the same city, has 
the contract for the plumbing, on the new $75,000 fire 
proof factory on Commercial Wharf, Newport, R. L., for 
the American Cigar Co., of New York, N. Y 

The West Virginia Heating & Plumbing Co., of Charles 
ton, W. Va., 
heating contract on the $500,000 bank and office building 


has been awarded the $50,000 plumbing and 
for the Kanawha Investment Co The West Virginia 
company has just finished the installation of plumbing 
and heating in the Kanawha county jail, a $380,000 job 

Cronin, Baker & Tindall, 339 Madison avenue, Mem 
phis, Tenn., have been awarded the plumbing contract 
for rest rooms in the machine shop in the south yards of 
the Illinois Central Railroad at Memphis. They also have 
the plumbing contract at the new Water Department of 
the Memphis Artesian Water Co., North Parkway 

The Hughes Heating Co., 248 Court avenue, Memphis, 
has the vapor heating contract on the 10-story Barnett 
Hotel, Kenilworth and Poplar streets This hotel will 
contain 129 apartments 

The Frank J. Martin Corporation, White Plains, N. Y., 
has secured a $75,000 contract for the plumbing and heat 
ing work on the New York Orthop@wdie Hospital at White 
Plains 

The Sanitary Plumbing and Metal Works, Jackson, 
Tenn., has ben awarded a $19,000 contract for plumbing 
work in the new Vicksburg, Miss., high school, 

Contracts on the new Virginia, Minn., city hall and rec 
Heat- 
ing and ventilation of recreational building, Hanson & 


reational building have been awarded as follows: 





Delegates from Terre Haute, Ind., at the Convention of the 
Indinna Society of Sanitary Engineers, Held Recently in 
Kevansville. Ind.—From “Domestic Engineering” Photo 
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Automatic Hot Water 
Service at Low Cost 


At last automatic hot water at low cost has 
been solved. Any make of gas water heater and 
any size of boiler, already in the home, can be 


made automatic by attaching to them the 
Jarvis 


a Thermoflash 


| } (arrow points to it) a gas con 
trol—turns the gas full on and 
full off automatically—a “flash” 
operation. No graduated flame 
to blow back into the mixer 
The only gas control on the 
market not requiring a gauzed 
burner to prevent backflash 
Has all the advantages of the 
high priced systems and at 
very low cost. Approved by 
plumbers and gas appliance 
experts. Write for literature and 
prices 





















? 
B. Ryan Company 


370 West 15th Street New York City 
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Sherwoo 
No.66 
Ballcoc 


Beit 


STU er TTT 





Simplest ball cock 
made. One pin holds 
all parts together. 


PTs 


Quiet and reliable 
in operation Closes 
positively under any 
pressure up to | 50 Ibs. 


Wearing parts of 
bronze with steam 
metal seat. 
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Insist that the closet tanks you 
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g install are SHERWOOD g 
= equipped. = 
g Ask your jobber p 
6 SHERWOOD BRASS WORKS ; 
= Jefferson & Mt. Elliott Aves., Detroit, Mich. = 
Sennrcotnoninegtnmeaninnnes BOTT 














BRASS 


PLUMBERS’ SUPPLIES 


ude with 85 years experience 


"WATERBURY MANUFACTURING GOMPANY 


bra articles n 














“QUIK-OPE”” PRODUCTS 


Combines quick opening 
feature of Fuller Work with 
mechanical and pressure- 
resisting features of‘‘Com- 
Will not open 
oteep 


pression ao 
under any pressure 
threads, cut square, give 
full 


turn 


opening on 


Improved Stuffing- 


quarter 


Box and English Trim Cap- 
Screw prevent leakage. 





THE HAYDENVILLE COMPANY 


Ilaydenville, Mass. 











EFFICIENT 
Cheaper than the old inconsistent putty, plaster 


CONSISTENT 
paris or cement method of making closet connec- 


CLOSET CONNECTIONS 
LABOR SAVING 
tions. 


praca Rt 
ONOMICAL Y K S 
\ Ab 
MATERIAL SAVING 
—and— 
THE GROENIGER MANUFACTURING COMPANY 
8 East Chestnut Street Celumbus, Ohio 


my 
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ACME Drinking 
DETROIT Fountain 


Adjustable to All Pressures 


A strictly sanitary fixture suitable for use in all classes of buildings. 


The price is right, too 
We make a line of high grade 
Basin Cocks Wash Tray Bibbs 
Sink Bibbs Sill Cocks 
Drinking Fountains Boiler Drain Cocks 
Solder Nipples 
If your jobber hasn't our goods in stock write us, giving his name. 


Acme Brass Works, Detroit, Mich. 


Eastern Representatives: Kessel & Muller, New York 
Western Representative: H. E. Crum Jr., 79 W. Monroe St., Chicago. Ill. 
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Gavin, heating and ventilation of city hall, Virginia Plumb- 
& H ing Company; plumbing of recreational build- 
Hanson & Gavin; plumbing of city hall, Larson Bros 
ms are located in Virginia 
WW I). Swaim, Chattanooga, Tenn., has secured the 
imbing contract on six store buildings being erected by 
Vlonni estat 
\ itin nd ventilating contract for the new Santa 
| Calif., High School, which approximates $54,000, 
{ " iwarded to F. J. Donnelly, of Los Angeles. 
Th Metcalf-Wheatland Company, Cedar Rapids, Ia., 
in ll plumbing and heating systems in the Palmer 
rtment 
R. T. Wither’s Sons and Barnes & Clark, New Castle, 
Pa., ha been awarded the plumbing and heating con 
i pectively, on the new publie school 


TO FORM MASTER PLUMBERS’ 
ASSOC TATION 


OKMULGER, OKLA., 


On March 29th J. C. Greenberg, of the National Trade 
extension Bureau, addressed the master plumbers. of 
Okmulgee, Okla., on the value of associations. Mr. Green- 
ved remarks were received with enthusiasm, and an- 
other meeting was called for April at which the organiza 

on ot live association will be taken up. 

RUUD MEG. CO. REPRESENTATIVE AND SAN FRAN- 
CIscO MASTER PLUMBERS HOLD GET- 
TOGETHER MEETING 

Hi. R. Basford, representative of the Ruud Mfg. Com- 
pan in San Francisco, a short time ago called a get- 

her meeting at the Ruud Mfg. Co.'s store. Invitations 

ent out to all the plumbers of the city, and an inter- 

ested group of over fifty responded, The specific purpose 

the meeting was to point out to the plumbing fraternity 

idvantage to their business in pushing the work of 

is W r heater installation Among those attending 

ere W. P. Goss, president of the Master Plumbers’ Asso- 

ciation of San Francisco; \lexander Coleman, Frank 

Klimm, Ed Cassel, Moses Cohen, S. J. Di Veechio, Joseph 

(. Sand, George Zaro, Charles Meyer, and others, inelud- 
ing a few out-of-town master plumbers 

THIS AND THAT—HERE AND THERE 

H. Katz has begun the erection of a plumbing shop at 
HST Selby avenue, St. Paul, Minn 

4ames Adams, 1726 Melrose, Seattle, Wash., is planning 
to build a plumbing shop, 60x108 feet, at 218-22 Westlake 
Nortl 

On March 22, the plumbing and building inspector's 
oflice of the city of Roanoke, Va., issued permits with a 
valuation of $77,555 

Three and a half million dollars in building permits 
was the record of Houston, Texas, for the first twenty- 
two days in March. 

Bonds in the sum of $16,000 have been voted by the 
board of education of Barnesville, Ohio, for installation of 
nodern plumbing in the high school and in the grade 

hools. 

Edwin Smallman, for some years connected with the 
Isaac Coffin Co., heating and ventilating contractors, of 
Boston, has recently been elected president of the com- 
pany, succeeding John Gallivan, who resigned, Mr. Small 
man is the son of W. T. Smallman, one of the principal 
owners of the company 
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MANY NEW SWIMMING POOLS 

Despite the fact that public sentiment was strongly in 
ivor of the city building a municipal swimming pool 
\lva, Okla., officials declared against the project, stating 
hat there were not enough funds available Youngsters 
if the city got busy with petitions asking the town autho 
ities to grant the concession of Operating a private pool 
oO any individuals who might wish to finance it As a 

esult, MeGill Bros., a furniture company, will) build 
ombination bathhouse and pool on a site in the center ot 
the cits Excavations have already been started and the 
project will be completed in June The bathhouse will be 
tucco, one and one-half stories, and 45x120 ft. The pool 
vill be 30x100 ft., completely equipped with sterilizers 
ind filters. There will be forty shower baths, each, for men 
und women At the end of six vears the bathhouse and 


pool will be turned over to the city without charge 


Plans for a summer resort, with private cottages and 
a large swimming pool, on the Olentangy river, just south 
of Stratford, Ohio, have been completed and work will be 
started within a few days \ syndicate of Columbus 
Ohio, business men will finance the project \ large club 
house will be the center of the resort, with shower baths 
and wading pool for children Ground near the river 
will be blasted and a sand beach will be built around the 
pool, which is to be 100x280 feet Water from the rivet 
will be run through sterilizers and filters in a continuous 
stream Upkeep of the resort will be maintained on 
co-operative basis 

Durant, Ine., an association for the promotion of 
healthful recreation in Boston, has leased grounds and 
will start work on construction of a large recreational 
building and athletic grounds at Huntington avenue and 
Forsyth street, in that city The Durant building will 
contain a swimming pool, 40x120 ft., shower and electric 
baths, a children’s theatre and wading pool, gymnasiums 
for both men and women, rest) rooms, restaurant and 
library Durant, Inc., is a co-operative club having more 
than 10,000 members 


The city council of Oberlin, Kan., is considering plans 
for a municipal pool, to be constructed this summer along 
the White Way Funds are available now for the work 
the only question to be settled being, whether the pool 
should be of the outside or inside type The outside type 
most in favor is 50x125 ft., with a small bathhouse in 
connection, and would cost about $45,000 The inside 
type of pool would be 35x75 ft., costing $85,000, fully 


equipped with showers and housing 


Kighty-one young boys, who live near the abandoned 
Kast New York reservoir, have addressed a petition to 
the New York city council, asking the city to construct 
4a swimming pool there In the document, the youths 
ay there is no place within a radius of two miles where 
they can swim They remind the councilmen that their 
lathers swam in the old reservoir and this generation 
vould like to do likewise Cost of fitting up the pool 
vould be trivial, because it is concreted and drained. The 
OVS Want a small bathhouse built nearby and equipment 
for sterilizing and filtering the water installed The coun 


‘ilmen have indicated the boys’ wishes will be granted 


A public dedication of the new swimming pool in the 
high school at Rochester, Minn., is to be held after the 
pring vacation The affair will be in the nature of an 
open house,” and everybody in Rochester will be invited 
» inspect the pool and its equipment. The board of edu 
caution has adopted the following regulations regarding 
ithing suits: “Gray, one-piece cotton bathing suits with 

irts are required of all. No other suit will, for sanitary 
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If we have it, you can bet it’s right 








You can find everything 

you need in Plumbers’ 

Rubber Specialties in our 

new Catalog “D”, now 

ready for distribution. 

Ask us for your copy 
today. 


ia 
Lavelle Rubber Company 


413-421 N. Franklin Street 
CHICAGO 








When you want SERVICE you want us 














Do You Know Why 


New York Contractors Buy 


National Air-Cell 
Pipe Covering? 


Even though hecan buy other makes 
slightly cheapér, every 
independent Insulation 
Contractor in New 
York uses National Air- 
Cell Covering because 
it saves many times in labor the 


slight extra cost and makes 
the neatest looking job. 





National Asbestos 


Manufacturing Co. 
163-193 Henderson St. 
Jersey City New Jersey 
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RADIATOR HANGER 
——— — 


Radiators completely in 
stalled floors laid 
Does not require accurate placing 
of anchor bolts. The only hanger 
adjustable for both height and 
lateral positions For ANY style 
radiator and ANY type of wall. 
Ask your jobber or write us 


HEALY-RUFF CO. 


Dept. 11 





are 






before are 















Minn. 





Minneapolis, 
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We Manufacture 
the BEST 


Lead 
Roof Flanges 
Use No Other 


| lf Your Jobber Does Not Handle Them 
| —SEND Your Orders DIRECT To Us. 





RAYMOND LEAD WORKS 
| 735 So. CHICAGO, ILL. 


Washtenaw Ave. 








Pacific Boilers Save Space 


ACIFIC Steel Boilers are compact. 

They save 25% to 40% of the floor 
space required by other boilers. And the 
rear smoke connection allows the boiler 
to be placed close to the stack without 
additional headroom. 


General Boilers Company 
Wauk 2gan, Illinois 
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GopherCombination 
Sink Faucet 


HE latest improved, most a 
Bee fixture made. Double 
sink faucet with drinking foun- 
tain combined. 

Order from your jobber. You'll 

find it will come ahit with your 

customers. 

Union Brass & Metal 
Mfg. 


(merasrism =p sees) 


St. Paul Minnesota 
The her -“ includes: 
Fuller ork, mg 





——, ay oR ate Cocks 
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reasons, be allowed in the pool. Each bather must acquaint 


himself with the sanitation rules of the pool.” 


swimming pool construction has bee 


Mo., 


on 


An expert 


called to Carthage, to submit plans for the new public 


pool to be constructed by the city park commissior 
Funds have already been raised for the pool and a site 
elected in Carter's Park Between $60,000 and $75,000 
will be spent for construction of the pool and bathhouss« 

Work on the bathhouse to be built near the new Mun 
cipal swimming pool in San Pedro Park, San Antonis 
Tex., will be started at once, according to C. B. Yandel! 


manager of the chamber of commerce. The building i 


to be financed by the chamber of commerce, junior cham 
ber of commerce and the city of San Antonio jointly. 
The Commercial Club, of Bloomfield, Nebr., has ordered 
work started on a new publie pool, to be located in City 
Park Plans for the project were accepted at the last 
meeting of the club. The pool will be 60x120 feet, and 


will be May. 
Work on the new municipal bathing pool just east of the 
Altus, Okla., has been started and the project will 


probably be finished in The pool is 50x100 


completed late in 


city of 


two months 


ft., with bathhouse in connection. 

Oldtown, Me., has taken steps to secure better water 
service through the Penobscot County Water Co. Confer 
ences have been arranged preparatory to starting work. 

The Young Women's Christian Association, of Washing 
ton, Pa., is having plans drawn for a two-story gymna 
sium and swimming pool, to cost $50,000. 

The Y. M. C. A., of Kannapolis, N. C., will build an 


$80,000 addition, to include swimming pool and shower 


baths 
PURE WATER 
the various states in 


An era of treaty making between 


the Union, along lines recently adopted by the seven 
Rocky Mountain states, which had various claims over 
the water in the Colorado River, seems to be at hand, 


President Harding The development of 
in conjunction with municipal water 
irrigation projects, is the edge of vast 
the United States, according to the Presi 
build dam for both 
municipalities are planning com- 
Colorado accord, all of the states 
conference to deter 
available. Jn 


according to 
hydro-electric power, 


systems and on 
exploitation in 
Where it is 
water, 
the 


representatives 


dent possible to one 


power and pure 


bined projects In 


concerned sent to a 


apportionment of the waters 


to get both power and water 


mine a just 


some cases several cities are 
from a single dam 

for 
pro- 


el 


has been in effect 
the valley get a 
apportioned by 


In the Rio Grande an agreement 


several cities along 
content, 
The 
Delaware. 


whereby 
the 
Roosevelt 
New York 
Governor 


vears, 
portion of river's 
the 


considered in 


rata 
now being 
York City, 


its 


plan is 
New 
exhausted 
look for 
Hoover, 


gineers of dam. 
and 
Smith, about 
Catskills and must 
River. Secretary Herbert 
Commerce, has intimated 
of states bordering on rivers, to 
the 


according to has 
available water supply 
the 


Department of 


in the 
more in Delaware 
of the 


shortly 


he will 
call a conference 
ation to waterways projects along with 


give consider 


other damming plans 

Bloomington, Ill., who have had to contend 
estimated at nearly hun 
million gallons, will shortly have a large 
if plans of the city admin 


Citizens of 
with water of a hardness five 
dred parts to the 
softening plant in 
istration mature 


in the city 


operation, 
Individual 
to aggregate 
and principal of 


expense in softening water 
the course of a 


thie 


is said more in 


year than would interest bonds of 
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called to submit 
plans for the new plant and have shown the city could 
soften its water to the 
200 parts to the million gallons. 


proposed plant Engineers have been 


recognized harmless hardness of 
A special election will 
probably be called to determine the issue 

City officials of Nebr., 
shortage in that city by drilling six new deep wells about 


Auburn, have solved the wate! 


a mile from the site of the old wells. The wells have been 


piped up and Auburn now has more than enough water 


to supply its needs A reserve tank will probably be built 
near the pumping station 

At Marcus, la., voters indorsed a bond issue of $16,900, 
to build a Water mains will be 
laid at 
other 


new water works plant 


the same time and sewer mains, voted for at an 


election, have been constructed. 


Contracts have been let by the director of publie works, 


of Grand Rapids, Mich., for construction of an addition 


to the city filtration plant. The new unit will cover about 


seventeen thousand square feet 


Estimates are being made for a waterworks system, 


including reservoir and mains, for Wilton, N. D 
A $35,000 water works system is to be constructed for 
Conde, S. D. Work on the project is to begin at once 


Voters of Giddings, Tex., are to ballot on the question 


of spending $40,006 for water works improvements 
Plans are being made at Lewisburg, Tenn., for con 
struction of a reservoir and filtration plant 
About $260,000 is to be spent on water works improve 


ments this year in Kirksville, Mo 


Improvements to the water system in Cyril, Okla., will 
amount to $31,000 this year. 
Willmar, Minn., is planning to rebuild its water plant 


at a cost of about $30,000 H. Gunderson is city clerk 

The Board of Public Works of Mullins, S. C 
Ww. D 
water supply. 


. of which 


Jenerette is chairman, will dig a deep well for 


BIG BUILDING PROJECTS 
that 


program 


The fact 
construction 


the government is curtailing its building 


to a great extent has not yet been 


of an effect to cut materials costs More than a hundred 


millions worth of new post offices, veterans’ hospitals and 
army camp construction will have to wait at least a 
vear, according to Secretary of Commerce Herbert Hoover 
Original estimates for contemplated new buildings are way 
below the figures at which the program could be carried 
out now 

that the 


started 


Contractors predict greatest volume of new 


buildings, to be during the current month, will 


have been scored, when figures are available. Instead 
of lulling up, the boom has progressed unabated. Build- 
ing shows throughout the country have caused home 


builders, instead of delaying, to begin now, pointing out 
that the boom must continue for at least a year and prices 
will be higher as the result of both a labor shortage and 
lack of materials 

Hotels 
5300 Sheridan 
Kdgewater Beach Hotel Co.; $3,000,000; 


Edgewater Beach Annex, road, Chicago; 


work to start at 
once, 
hotel, Sheridan 


Apartment road and Waveland avenue, 


Chicago; Anton Wille; $3,000,000; work to start Sep 
tember 1 
The St. James, Fourteenth and Pine streets, St. Louis, 


Mo.; 
gust 1 


Joseph Weisman; $3,000,000; work to start Au 
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Don’t wait—use 


Prest-O-Soldering 
Iron 


Prest-O-Soldering Iron is self- 
heating on the job, at the point 
you want it—can’t cool. You 
need no extra iron. No bra- 
ziers to fire up—no gasoline 
tank to pump up—no needle 
valve to fuss with, or to jiggle 
free when clogged. 

In winter, in summer—on the bench 
—indoors or out, Prest-O-Lite works 


right with you. Wind doesn’t “faze” 
it—rain or snow can’t trouble it. 


Test Prest-O-Lite Service—it’s easy. One 
of the 22,000 P-O-L Stations is near 
you. There you exchange full tanks 
for empties. Pay only for the gas. You 
can probably get the P-O-L appliance 
you want there, too. If you can’t, write 
us. Don’t put it off, if you’re looking 
for more profit. 


Srest-O-Lite Gas 


PREST-O-LITE COMPANY, Ine. 


SMALL TANK SALES DEPARTMENT 


THE 


Indianapolis, Indiana 


New York Office: 30 East 42nd St. 
Pacific Coast Office: 599 Eighth St., San Francisco 


In Canada: Prest-O-Lite Company of Canada, Ltd., Toronto 
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hive nm . a 
Cold—Tepid—Warm—lIlot 
the temperature stays where you want it 


THE LEONARD 


WATER MIXING VALVE 


(Thermostatic) 


Set the pointer to the tem- 
perature you wish to main- 
tain. Regulate the volume of 
the shower as you wish by 
turning the wheel. 

That’s all there is toit. What 
could be simpler ?—and the 
Leonard Valve always works. 


LEONARD-ROOKE CoO. Providence, R. I. 
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NO ROOF IS SUPERIOR 
TO ITS FLANGE 


Therefore, some 
PLUMBER isthe 
father of every leaky 
roof. 


The Bullard 
Roof Flange 


is acknowledged as the only PER- 
FECT FLANGE by busy men 
who have made satisfying installa- 
tions. 


THE BULLARD SPECIALTY CO., Tiffin, Ohie 























fhe Anyforce 
any Shower 


Head Gives 





¥ 


A Nie 
ath’ 


Another reason for installing Speakman Mixometer Showers 


SPEAKMAN COMPANY, Wilmington, Delaware 
SPEAKMAN SHOWERS 


Volume, Instantly 
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The Neu 
E-Z 
Laundry 
Tray 
Faucet is a 
Strictly 
High 
Grade 
irlicle 
for those 
who want 
the best 


Pat. No. 1,393,103 


nstallation 
and closed 


f brass 


E-Z Mfg. Co. Minneapolis, Minn. 


Made for two or three tray tub 
Integral compression faucets open 
with a quarter turn Made entirely 


























and North 
June 15 


Ogden Plaza, North Clark street 


Park avenue, Chicago; Homer Mack; $1,500,000 


Albion Shore Hotel, 1217-51 Albion avenue, Chicago 
hore Building Corp $1 500.0005 at once 
Plate kKightl ind Pine treet st. Loui lo Strat 
Hotel Co.: $1,000,000. September 1 
eth Hotel, Meridian and St. Clair street Indianapoli 


+] ooo OOo 


\pril 16 


fhe Conner West First treet and Harvey avenue, 
Oklahoma City, Okla Wade Spears, Michael Conhers and 
Ha Hathaway; $1,000,000; May 1 

Hotel, Grand View, Pa lL. KF. Hoffman, Bedford, Pa.; 
S00.000°5 Mav 15 

Hotel, Wilmington, N, ¢ syndicate, with H. J. Moore, 


“Oo00 


August 1 


Co-operative apartment hotel, Sheridan road and Grace 
et, Chicago, $2,500,000 Anton Wille; work to start 

! ones 

Hotel and theatre, Sheridan road and Montrose avenue, 


Chicago: $2,000,000: Oscar Brachman, Milwaukee; May 1 


Bachelor hotel, Winthrop and Argyle streets, Chicago; 
eJSoo aoe Lenos Club: June ol. 

Apartment hotel Madison treet and Cicero avenue, 
( ao, Hl F500 000 Fred Johnson: at once 

Apartment hotel, One hundred sixty-eighth street and 

ndlas nu New York Cits $460,000; Gussie Realts 
("« under construction 

Hotel Niagara, Ellicott Square, Buffalo, N. Y., $450,000 

hited Hotel Co Mav 1 

Apartments 

\partment TS-90 Fort Washington place, New York 
(‘it Charles Kf. Shepard; $800,000; work to start May 1 

One-hundred-fifty-famils apartments, Twelfth and 
froost street Kansas City, Mo.; Dr. H. A. Menchen; 

yo o00 June ] 

One hundred-family apartments, Ainslee street at Lake 

chigan, Chicago; Ainlake Corp.; $750,000; September 1 

Apartment hotel, 52-60 Kast Sixty-seventh street, New 
York City 10 Kast Sixtyv-seventh Street Corp.; $700,000; 
\pril 3 

Six-story apartment; 630-38 West One Hundred Sey 


third street, New 
April 23 


ent York City; Broadway Uptown Corp.; 


mF O00 


fourth street at Fourth 


Realty ee 


Kighty avenue, 


April 16 


Vorheissen, 
Brookivu, N.Y 


Straight £200,000 


—_ = 
\partments, 408-10 Madison street, Memphis, Tenn.; 
Walter Hunter: $300,000; May 1 
Ninety-family apartment Lake and Fourth streets, 


Cleveland. Ohio: John Treadwell Harrington, $250,000; 


Julv 26 
Nashville, 
April 2 


\partments, Hillsboro road at Pierce avenue, 


Tenn Pritchett-Thomas Company; $160,000; 


and Cullom avenues, Chicago; Lewis 


May 1. 


Apartments, Troy 
\ntek £150,000 


Malden 


work to 


building, Sunnyside and 


Charles F 


Ten-story apartment 


avenues. Chieagzo: $500,000: Henry; 


tart at once 


bd 1 


Grosby; 


Winthrop 
May 1 


Fiftv-four-family apartment building 


avenue, Chicago; $200,000; Plotke & 


Seventy-third 
Cott 


Thirtv-seven-family building, 
and Hefferty 


shalk; at 


apartment 


treet avenue, Chicago; $200,000; H. J 
once 


Hundred 


F700 000 \ J 


building, 316 North One 


New York 


Six-story apartment 


Kightv-second§ street City 


Schwartzler: at once 
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mil / 


Apartment house, Grand avenue and Evelyn street, New 
York City; $200,000; owner withheld; May 1 

Forty-four family apartment building; 461 Clifford 
avenue, Rochester, N. Y Samuel Tandlet $200,000 
work to start at once 


\ ha 


had plans prepared for a six-story apartment building to be 


The Bookmark Realty Company, of Brooklyn, N 


erected at Brooklyn avenue and Prospect place at a cost 
of $1,300,000 The Deenstrauss Corporation will build a 
$300,000 moving picture theatre at 47-51 Fourth avenue 
Che Giara Realty Corporation will build a fourteen-stors 
$600,000 apartment building at Seventh avenue and Fifty 
fourth street, Brooklyn 

Commercial and Office Buildings 

Furniture market, Lake Shore drive, Huron and. Erie 
streets, Chicago: $8,000,000: syndicate; under construc 
thon 

Fourteen-story stores, offices and apartment West 
Kighty-third street, New York City; $1,700,000; S. & LL 
Building Corp.; at once 

Sixteen-story offices and factory, 225-23 West Thirty 
seventh street, New York City; $900,000 Brieken Con 
struction Improvement Co.; May 1. 

Bank. stores and offices, Cottage Grove and Seventy 
ninth street, Chicago; $S50,0005 O'Connor, Burke & Me 
Donnell; under construction. 

Store, offices and loft, Fulton and Sangamon. street 
Chicago; $235,000; Joseph Katz; May 1 

Six-story offices, Green and Sixty-third streets, Chicago 
$200,000; Straus & Schram; June 1. 

tusiness offices, Pike and Cherry. street New York 
City; $200,000; Henry KE. Jacob April 9 

Twenty-one story bank and offices, Houston, Tex First 
National Bank of Houston $1,250,000 work to. start 
May 1 

Sixteen-storv. offices, Seventh avenue at Twenty-eighth 
street, New York Citv; Spoots & Star, $1,250,000; June 16 

Bank and offices, 36 Cornhill street, Boston, Mass.; Old 
Colony Trust Co.; $1,000,000; August 1 

Club and oftiees, 12. North Dearborn street, Chicago; 
Covenant Club; $1,000,000: September 1 

Kighteen-story offices, 41-47 West Forty-fiftth street, New 
York City; Julius Tishman & Sons; $1,000,000; May 20 


Offices, Houston, Tex.; Houston Cotton Exchange 
$1,000,000: July 16 

Kleven-story offices, Congress and Preble street Port 
land, Me.; Preble Company; $850,000; August 12 

Fourteen-story offices, Vernon, Los Angeles, Cal.; Collin 
Wilbert Co.; $850,000; June 22 

Kighteen-story offices, 268-72 Madison avenue, New 
York City Harby, Abrams & Melius; $800,000; April 6. 

Bank and Offices, Milwaukee, Chicago, Ogden avenue 
Chicago: Security Bank of Chicago; $200,000: May 1 

Six-story store and offices, 1126 Chestnut street, Phila 
delIphia; Oppenheim, Collins & Co.; $350,000; August 1 

Ten-story offices, West High street, Lima, Ohio; syvndi 
cate; $250,000; June 1 

Miscellaneous 

Power plant, Fall River, Ma Montaup Electric Co 
$11,000,000. July 2B 

Libertv Memorial. Twentv-seventh and Union treet 
Kansas Citv, Mo $2, 000,000. April 16 

Graduate lawyers’ building, State street at Ferry ave 
nue, Ann Arbor, Mich.; University of Michigan graduate 
lawvers; $1,000,000; July 2 


RIN | 


NGINEI 








Pierce Smokeless 
Updraft Boiler 


CAPACITIES 
From 1400 to 10,000 Steam 
From 2325 to 16,650 Water 






Order from us or through your local jobber 


Pierce, Butler & Pierce Manufacturing Corp. 


Brooklyn 41 E. 42nd St. NEW YORK Philadelphia 
Boston New London Pittsburgh Baltimore 
Worcester Detroit Syracuse Newark Washington o 


fi 


eile T en eRe ie ii en el een 








The SQUARE 
BOSTON 
Grease Trap 


Like the famous Round 
Boston Grease Trap the 
square pattern is made for 
installation under kitchen 
sinks and small restau 
rants. Measuring only ten 
inches high, it can be used 
where the space is limited, 
but is just as efficient as 
the round pattern. 


R. ESTABROOK’S SONS 


Ist and C. Streets So. Boston, Mass. 














‘DURO'WATER SYSTEMS 


EQUAL TOCITY 
WATER SERVICE 


The most complete line of Shal- 
low and Deep Well Pumps on 
the market. Ether Electric, 
Gasoline Engine or Belt Driven. 
GET THE DURO TIME PAYMENT 
PLAN. Specify Duro when fig- 
uring your next job. Get our 
catalog and prices. 


“Line Up with Duro—the Live One.” 
Our Direct by Mail Campaign Is Free to You 
The Duro Pump & Manufacturing Co. 


DAYTON, OHIO 


= a 


Deep Well]; 
System , 


Shallow Well 
System 











The Penn Vise Post 
and Pipe Bender 


Pays For Itself Every 60 Days 
Easily Handled—Made in Two Sizes 


If your Jobber does not 
have it, write us and 
give us his name, or we 
can supply you direct 





we Made by 


Penn Engineering Co. 
Reading, Pa. 


on 


tho 7. ait 
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tet units 


BARRETI 
Sewer, Tide and Back Water Trap 


CVARANTEED to 
operate properly 
under all conditions. 


















Write 
for full particulars 


MANUFACTURED BY 


James Barrett Mfg. Co. sortcn, “Mass. 


Men en iiennn eli le a 





New Model 65 
$20.00 list price 


For Apartments, Hotels, Hos- 
pitals, Homes, the Minne- 
apolis Hot Water Tank Regulator 
will keep hot water at just the 
right temperature, the year ‘round. 
Saves fuel and water. Sell the 
job complete. Write for descrip- 
tive literature and discounts. 


No.65. With spring 
motor, list....... 

No. 65. With electric 
ae 69.00 


AAINNEAPOLIS 
Hear Recutator Co. 
2801 Peurth Ave.,Seath MINNEAPOLIS, MINN. 














Trap Screw Ferrules 


Made of cast iron with brass plug 
and taper thread. Figs. J-71 and 
J-73 have solid nut one inch high 
with opening in ferrule sufficient- 
ly large to admit test plug. Made 
in 5 sizes: 2, 3, 4, 5 and 6 inch. 





, 
Fig. J-70 Std. Weight 
Fig. J-71 Ex. Heavy 
Boston Pattern 
Fig. J-73 Ex. Heavy 
New York Regulation 


Sanitary Co. of America 
Linfield, Pennsylvania 





























MUL ACOUTT TELE MCQUEEN SU 


She 
WILEY SAFETY VENT 
VAPOR REGULATOR 





Provides the best 


LIFE AND ACCIDENT INSURANCE 


for your vapor heating boiler 


: 
' 
A peerless quality 
product manufactured 
and sold exclusively by 








The Simplex Heating Specialty Co., Inc. 
Lynchburg, Va. 
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Factory, Ionia, Mich.; Ypsilanti Reed Furniture Co.; 


$1,250,000; June 4 

Theatre, Eightieth and Halsted streets, Chicago; Na- 
tional Theatre Corp.; $1,500,000; September 1 
Factory, 460-70 Atlantic, Boston, Mass.; Harbor Trust 
Co.; $1,200,000; July 2. 

Printing plant, Crawfordsville, Ind.; R. R. Donnelly & 
Sons, Chicago; $1,000,000; April 2. 

College administration building, Lynchburg, Va.; Ran- 
dolph Mason Women’s College; $1,000,000; October 1. 

Factory, South Bend, Ind.; Studebaker Corp.; $1,000,- 
000; July 30 

School, Washington lane and Musgrave street, Phila- 
delphia; board of education; $1,000,000; June 16. 

School, Jennings street at Longfellow avenue, Bronx, 
New York City; board of education; $1,000,000; June 2. 

School, Meserole and Scholes streets, Brooklyn; city of 
Brooklyn; $1,240,000; June 28. 

Factory, One hundred thirtieth street and Torrence 
avenue, Chicago; $6,000,000; Ford Motor Company; un- 
der construction 

Sugar refinery, Indiana avenue at Calumet River, Chi 
cago; $1,050,000; Midwest Sugar Refining Corp.; work to 
start at once 

Machinery Arcade, Canal Street at Chicago River; 
Chicago, $1,000,000; syndicate of machinery manufac- 
turers; June 1 

Coliseum, New York State Fair Grounds, Syracuse, N. Y.; 
$1,000,000; State of New York; July 2. 

Cornell Union, clubhouse, Central avenue at University 
of Cornell campus, Ithaca, N. Y.; $1,000,000; Cornell 
students; at once 

State hospital, East Eighth avenue and Colorado boule- 
vard, Denver, Colo.; $1,000,000; State of Colorado; May 1. 

Stores and garage, Myrtle street and Burnside court, 
Worcester, Mass.; $500,000; John P. Kingston & Son; 
under construction. 

Offices and storage, 1808 Chestnut street, Philadelphia; 
$500,000; Freeman Brothers; April 20. 

Hospital additions, Dayton, Ohio; Miami Valley Hospi- 
tal; $500,000; May 1. 

Factory, Yonkers, N. Y.; Alexander Smith & Sons Car- 
pet Co.; $2,000,000; April 1. 

Court house, Kenosha, Wis.; Kenosha County; $1,000, 
000; under construction. 

Offices, 110 East Thirty-first street, N. Y.; Mayder 
Realty Co.; $1,250,000; April 15. 

Country Club, Irving, Pa.; Westmoreland Co.; $750,- 
000; May 15. 

School, Freeport, Ill.; Freeport school board; $600,000; 
March 26. 

School, Amsterdam, N. Y.; Amsterdam school board; 
$300,000; July 15. 

Dance palace, Wells street at North avenue, Chicago; 
$500,000; June 1. 

Andover, Mass., has voted $200,000 for sewer lines 
and a new disposal plant. 

Workmen will soon start work on the construction of 
a $100,000 sewer main in Flint, Mich 

The West Virginia Sanitary Plumbing Co., of Hunting- 
ton, W. Va., has removed from 419 Eleventh street to 
1318 Fourth avenue. The company has a modern show- 
room, with office, drafting room, workshop and ware- 
house space in the new building 
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PLUMBING DEPARTMENT 

Heater William A. McCollough 
to W. A. McCollough & Sons 
water heater 


Water 


assignor 


1,448,074 
Vebster City, 
ne., Webster 


lowa, 


City, Towa \ comprising an 


tir chamber, a water chamber secured to and at one side 
f said air chamber and formed with tubular extension 
having closed outer ends within said air chamber, said 


water chamber also being provided with open ended flue 


chamber, and means of water 


Sa id 


communicating with the air 


ingress and egress relative to water chamber 














1,445,666 Hydraulic Valve for Water Heaters In a 
water controlled gas admission device, a single casing 
including hydraulic and gas cylinders having respectively 
a piston and a gas control valve and having intakes and 
outlets, connections between said piston and said valve 


for opening the latter when the former is moved to open 


a weight connected with the valve for closing 
the 
having an extension above its valve 


said 


position, gas 


the same when piston moves to closed position, said 


gas cvlinder in which 


the said weight is movable, and evlinder 


having a by-pass provided with an intake 


hydraulic 


opening at one 


end and with an outlet opening at its opposite end, the 
former of which is covered by the piston in the closed 
position of the latter, said by-pass having an extension 


bevond its intake opening provided with a pressure bleed 


cylinder at a point 


and the 


opening in communication with the 


between the closed position of the piston evlinder 


intake 
* * a 


Harry FE 
adapted to be 


Heater Liedstrand, Oak 


heater 


1,448,136. Water 
Calif. <A 
burners of a 


land, water mounted on 


the gas stove comprising a rectangularly 


shaped hollow member, said member being provided with 


4 4 





4 43 
co ft a meas Pp, 
BSN >. 
Se 
O/ ; 
a z r 4k fo 
1.448.156 





openings for said burners, hollow extensions on said mem 


ber projecting into said opening and having their end 
curved downwardly into said openings, deflector plate 
mounted in vertical positions in said member, some of 


aid deflector plates being located in said extension 


through the center thereof and adapted to cause adequate 


irculation of water within said member, means for con 


necting said member at one corner to a water discharge 
pipe and means for connecting said member at another 
corner to a water intake pipe 


—three great features 
bring quick sales—Write 
for details of this money maker 


Weil-M‘Lain Company 


Chica 
641 


o Showrooms 


Michigan City 
- Lake Street 


Indiana 








Universally Popular 
No. 100 Exposed, Two 
Valve Shower complete 
with curtain. 


A Hudson Fixture 








Catalog No. 21 shows 
our complete line. 
Write for a copy 


Hudson Brass Works 


16 Nassau Street, Brooklyn, N. Y. 





No 100 








The World’s Best 
Tank Bulb 


Made of pure gum, it will not 
swell or collapse and its dis- 


tinctive shape positively pre- 


vents elongation. 


Guaranteed 3 Years 


This Tank Bulb is practically inde 


structible and will not harden in 





srock An iron-clad replacement and 


labor-cost guarantee goes with every 


wee 


— Farabal 


Mushroom Parahbal 


Woodward-Wanger Co. 
PHILADBLPHIA 


HASCO 


WATER HEATERS 


are hot stuff. And they are built | 
of steel in the the same fine manner | 
as the famous Kewanee Boilers 














KEWANEE B@ILER COMPANY 


Kewanee, III. 


























lroné Malleablelron 


SQUARE [3 GEE 





We are so proud of Square 
‘‘Gee’’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 


THE GRABLER MANUFACTURING CO.| 
CLEVELAND, oO. 


i 
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Reverse Trap 
XPDNC Revert ‘J 
| tof latest 
he 
t ‘ i 
: | ! 
ly 
\ a 
Made of Castex Whitest 
Vitrified China 





Va 


CHICACO POTTERY CO. 


1924-40 CLYBOURN. AVE. CHICAGO. ILL. 












KEROSENE HEATER 
WICK BURNER TYPE 










1 erosene ters with 
gra 1 pre e burne 
LET’S GO! Ha Catalog and Price Sheet 
‘ mplete | f popular 
p 1 hea Write toda 






THE HOTSTREAM HEATER COMPANY, Cleveland, Ohio 
“‘Makers of Heaters That Heat’’ 












A vitreous china tank 
with a set of real fittings 


ZWERMANN COMPANY 


Robinson, Illinois 
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HEATING DEPARTMENT 


Nelson B. John 


In a device for controlling a source 


$47,858. Vapor Controlling System 


Winthrop Mass 


of steam supply, the combination of a water sealed recep 
tacle, and means connected therewith for controlling the 


peration of a source of steam supply, with a float operat 




















1,447,858 


ing independently of said receptacle and enclosed therein 
ind means operated by the float for controlling the admis 
ion of steam from said source into said receptacle 
* * 
1.447,916. Centrifugal Fan. James A. Watkins, Detroit, 
Mich assignor to American Blower Company, Detroit, 
Micl \ centrifugal fan consisting of an unenclosed fan 


wheel provided with an annular peripheral discharge noz 





r 
1,447,916. 


zie extending beyond the delivery end portions of the fan 
blades and rotatable with the fan wheel, said nozzle being 
constructed and arranged to discharge the air laterally of 


the wheel 


* * 
1,448,240 Thermostat. John <A. Spencer, Revere, 
Mass., assignor to Spencer Thermostat Company, Boston, 
Mass., a corporation of Massachusetts. A thermostat com 


prising thermostatic composite material, a portion of which 
hf £0 
— £0 hi 
1,448,240 


is contined against free change of shape, thereby setting 
up internal stresses the magnitude of which change upon 
changes of temperature, the material being so shaped that 


change of its shape is a discontinuous function of the 


temperature 
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1,448,102 Antifreeze Attachment for Radiator 
George F. Wilson, Elmwood, Nebr An attachment for 
he purpose set forth comprising the combination with 
he water outlet pipe and steam overtlow pipe of a radiator 
fa tubular member connected to the outlet end of the 
erflow pipe and coiled around that end of the outl 
dpe communicating with the radiator tid tubular en 
er forming a steam conductor and formed intermediat 


Its end With outlet ports opening against aid outlet 


pipe and further having a contracted discharge outlet at 


its outer end 


le 
Wd 
HE 

j 


id 
ee 


an) 





1,448,102, 1,445,140 
1,448,149 Ventilation System John K. Pennington, 
Los Angeles, Calit In a ventilating system for a plurality 


of compartments, a common upwardly extending vent thus 
for the several compartments, and an outlet communica 
tion between each compartment and the tlie embodying 
an outlet passage open at one end from the compartment 
near its floor and extending then downwardly and then 
immediately upwardly, and unbroken, and joining the 
common vent flue at a level above the level of the opening 
to the compartment; whereby the heavier air is allowed 
to flow from the compartment and downwardly through 
the communication and is then drawn upwardly by up 
ward movement of the air in the flue and in the upwardly 
extending leg of said communication 
* * i 

1,447,988 

Heaters. John W. Jones and Walter S. Reynolds, Syra 


Draft-Pipe and Damper Construction for 


cuse, N. Y. In a heater, a draft pipe having a chamber 
extending horizontally transversely thereof, the chamber 
having an air inlet in one of its lateral sides and the pipe 
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1,447,988. 


proper opening through the bottom of the chamber, a 
damper for controlling the passage from the pipe into 
the chamber through the bottom thereof, a damper for 
mtrolling the air inlet and means for operating the 


imipers ubstantially as and for the purpose deseribed 


George F. Pressmar, New Rochelle, N. Y., has purchased 
e property at 209 Huguenot street, and will use the first 


Noor of the building for his plumbing busine 














The Uessler 
PERFECT 


llose Connection 





1) 
} iy 
1 ip mn 
} 
1 1 positivel \ 
t | } > th I ce be 
twistu 14 kinking are 
minat | Writ | r ~p 
t ilar and p 
Your stobber can supply you 


H.K.IESSLER COL Syracuse, N.Y. 



































Eiectric-Automatic 


WATER SYSTEM 


With Electro Weld Pneumatic 
Tank on Sub Base 


Equipped with our latest de 
ugn back geared pumping unit 
having ¢ 

ng rod All working parts 
perate in oil bath 


entric type connect 


For vertical lft up to 25 ft 
Capacity 135 gallons per hr 
[The PETERS line includes 
ust the right outfit for every 
water ipply job 





Write for Catalog 


Peters Pump Co. 


Kewanee, Ill. 











Simplicity ana Safety 


are only two of the many exclusive features of the 


Wales Automatic Water Heater 


which is built on an entirely new idea, as applied to the 
field of Water Heating for domestic use. 


The many advantages of the WALES will appeal to you 


Write for complete details 


The Wales Company 


Kalamazoo, Michigan 














CHASE 


BRASS PIPE 


CHASE METAL WORKS Waterbury, Conn 

















WANTED—DEALERS AND AGENTS 





to sell gas stear radiator used for 
heating herever natural or artificial 
was is available Demand ste dil ly grow 
ing An attractive prop ion Ad- 
dress 757 “Domestic Engineering,” 
1900 Prairie Ave., Chicage 3-31/4-7 


WANTED—BY A PROMINENT 





ber, salesman ha 

iting and plumbir for 

outhern Wiscor n t ite Can | 
cate at Madison State at l xth of 
experience and references in your re- 
ply Every oppert inity extended to 
make good Addr 3 Domestic 
Engineering 1900 Prals ‘ Ave (hi 
cago §-31/4-7 


Situations Wanted 


SITUATION WANTED PRACTICAL 





plumber and fitter des ady 
position Can invest son r ney 
Address 761, “Domestic En ering 
1900 Prairie Ave., Chicago 4-7-14 


For Sale 
FOR SALE—A 25-YEAR-OLD ESTAB 


lished concern in plumbing, heating 
and sheet metal, doing a $50,000 a year 
obbing business in one of New York 


City’s suburbs Population, 26,000 A 
wonderful opportunity and the price is 
ridiculously low at $6,000 The stock 
and fixtures alone worth near the 
amount Reason for selling retiring 
from business. Address 759 Domestic 
Engineering,” 1900 Prairie Ave Chi 


caro 


PUBLIC SALES 


We have purchased 122,000 pair 
U. S. Army Munson Last Shoes, sizes 
5% to 12, which was the entire sur- 
plus stook of one of the largest U. 8. 


Government shoe contractors. 


This shoe is guaranteed one hun- 
dred per cent solid leather; color, 
dark tan; bellows tongue, dirt and 
waterproof. The actual value of this 
shoe is $6.00. Owing to the tremen- 
dous buy we can offer same to the 
public at $2.95. 


Send correct size. Pay postman 
on delivery or send money order. If 
shoes are not as represented we 
will cheerfully refund your money 


promptly on request. 


NATIONAL BAY STATE SHOE CoO., 
296 Broadway, New York, N. Y. 


8 cents for each word including heading and address. 
$2.00. One inch $4.00. Cash must accompany order. 
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4. Classified Advertisements 4 


Count seven words for keyed address. 
Copy should reach us by Wednesday morning. 





IF Yor! ARE LOOKING FOR A GOOD 
location for a plumbing and t hop 
: I} ‘ h a shop for sale 
ae Rids Ark 
4-7 
Miscellaneous 


Sell us your Surplus 


PIPE COUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 
559 W. Lake St., Chicago, III. 


PIPE COUPLINGS 
We buy large or small lots of all 
sizes. Send us your list. 


N. C. Cressman Co. 
(Incorporated 1912) 
111 S. 5th St., Philadelphia, Pa. 


We will buy your 
UNUSED PIPE COUPLINGS 
at attractive prices. 


Send us your list. 


John W. Moon 
1420 Chestnut Street 
Philadelphia 


Government Proposals 


TREASURY DEPARTMENT, SUPER- 





vising Architect's Office Washington 
D. Cc., April 2, 1923 Sealed proposals 
will 1 ope di this office at 2 p. m., 
May 2 1925 for the furnishing and 
installing of additional kitchen equip- 
ment at tl U - rans’ Hospital 
Ci ea. N. ¥ eations may be 
btained at thi in the discretion 
of the Supery Architect Pro 
posals will be considered only from 
individuals firn or orporations 
possessing satisfactory financial and 
technical ability quipment and or- 
ganization to insure speedy completion 
of the contract, and who have estab 
lished a record for expedition on 

ntracts of similar character and 
marnitude The fact that any concern 
obtain a set of the plans and specifica- 
tions fron in source whatever and 
submits a bid s iat not constitute a 
waiver of the for ying stipulations 
Jas. A Wetmore = ting Supervising 
Architect 4-7 


TREASURY DEPARTMENT, SUPER 
vising Architect's Office Washington, 
> <: April 19 Sealed prec d sals 
will be opened in this office at 3 p. m 
April 192 for installation cor 
plete of one full magnet electric els 
vator for the I S. Treasury Annex, 


Washington, D. (|. Drawing and speci- 
fications may be obtained at this office 
in the discretion of the Supervising 
Architect Jas. A. Wetmore, Acting 
Supervising Architect 4-7 








ee nll 


RTMENT, SUPER 


Architect’s Office, Washington 


Minimum 














( 1 1923 Sealed pro 
ned in this office at 

\p for the mechan 

| ive of lighting 

d itchen equipment) for 

t semi-ambulant male 

ile attendants’, nurses’ 

ad iid dministrative assistant 
quarters offleer in 

hars ind boiler house buildings, and 
0 ices, at the I S. Veterans’ 
Hospital, Chelsea, N. Y¥ Specifications 
may be obtained at this office in the 
d retion of the Supervising Architect 
Proposals will be considered only from 
ind duals firins or eorporations 
p ‘ nb satisfactory financial and 
t hr | ability, equipment, and or 
nization to insure speedy completion 

f the contract, and who have estab 
hed t reeord for expedition on 
nt ts of imilar character and 
magnitude The fact that any concern 
iset of the plans and specifica 

tions from any souree whatever and 
i bid shall not constitute a 

vaiver of the foregoing stipulations 
Jia \ Wetmore Acting Supervising 
Architect 7 


TREASURY DEPARTMENT, SUPER 


vising Architect's Office, Washington 
2, «< March 30th, 1923 Sealed pro 
posa will be opened in this office at 
pp. fn April 17, 1923, for new water 
piping, ete., in the United States Post 
Office and Court House, at Pittsburgh 


Pa in aecordance with specification 
and drawing, copies of which may be 
had at thi or it the office of 
the Custodian, Pittsburgh, Pa., in the 
discretion of the Supervising Architect 
Jas. A. Wetmore, Acting Supervising 
Architect 4-7 





Books for Your Trade Library 


OVERHEAD EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Balillet has used data taken 
from actual business experience 
Shows how to figure properly the cost 
of doing business and the correct per- 
centage of profit on any contract. A 
book worth many times its cost. Size, 
4% x7 in. 128 pages. 24 tables. Cloth. 
Price, $1.00. 


BOOKKEFPING AND COST FINDING 

FOR THE PLUMBER. By Wesley #. 
Fink. Outlines a simple method of 
bookkeeping and cost finding easily 
adapted to your business. Tells how 
to open and close a set of books, gives 
concrete examples on figuring labor 
and material costs, overhead expense— 
in fact a complete system worked out 
in every detail. Size 4%x6% in. 128 
pages. Cloth. Price, $1.00. 


QUESTIONS AND ANSWERS ON THE 

PRACTICE AND THEORY OF 
STEAM AND HOT WATER HEATING 
By R. M. Starbuck. Fifth edition A 
ready reference, dealin practically 
and briefly with the different phases 
of Steam and Hot Water Heating, 
Vacuum and Vapor Heating, Acceler- 
ated Hot Water Heating and Pipe Fit 
ting in connection with Refrigerating 
Plants. A valuable work for the heat- 
ing man Covers all the points on 
these subjects he should be famillar 
with Size, 5x7% Inches. 1650 pages. 
Price, postpaid, $1.50. 
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